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DISTRIBUTION OF PUBLICATIONS 


In ordering publications listed in this catalog, it should be noted that only 
those marked with an asterisk (*) are obtainable from the Superintendent of 


Documents. 
Publications marked with an at sign (@) are sold by the National Technical 


Information Service, Springfield, VA 22151. 
Where a plus sign (+) is the distribution symbol, application should be made 


directly to the department or bureau issuing the document. 


* For sale by SuperinTENDENT OF DocUMENTS 


@ For sale by National Technica] Information Service, Springfield, 
VA 22151 


+ Distribution made by Issuing Office. Not definitely available if 
unaccompanied by a price 


# Not available for sale or distribution 


@ Sent to Depository Libraries 


SIZES OF PUBLICATIONS 


Symbols used to designate sizes of publications listed in this catalog 
are as follows: 
4°____________ 6-12 inches high and width more than % of height 
large 4° over 12 inches high and width more than 3% of height 
smal] 4°____ under 6 inches high and width more than % of height 
8-10 inches in height (size not given in entry except 
where publication is narrow or oblong) 
large 8°____._._. 10-12 inches in height 
_ 7-8 inches in height 
 .. 6—7 inches in height 
5-6 inches in height 
4—5 inches in height 
up to 4 inches high 
above 12 inches in height 
narrow width less than 3% of height 
oblong--- width more than height 
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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402. PRICE $1.85 PER COPY 
EXCEPT DECEMBER (INDEX) ISSUE, WHICH VARIES IN PRICE 
SUBSCRIPTION PRICE $27 PER YEAR (INCLUDING INDEX) 
$6.75 ADDITIONAL FOR FOREIGN MAILING 





PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse of 
time before the publications will actually appear. All information in regard to 
title, series, classification, distribution, and price given in these listings is pre- 
liminary and subject to change when the publications actually come from the 
press. Those so marked will be sent to depository libraries, providing, that at 
the time of going to press, the libraries were on list to receive the items undr 
which these publications will be distributed. 


Archive of Hispanic Literature on Tape. (Library of Congress.) $7.05. @ 
LC 24.2: H 62/2 
Area Handbook for Bolivia. 2nd edition. (Army.) $6.15. @ D101.22 : 550-66 

Area Handbook for the United Republic of Cameroon. (Army.) $6.35. @ 
D 101.22 : 550-166 
Arson, vandalism and violence: Law enforcement problems affecting fire de- 
partments. (Justice Department.) $2.10. @ J1.2:Ar7 
Brief history of emergency powers in the United States. (Senate Special Com- 
mittee on National Emergencies and Delegated Emergency Powers.) $1.70. @ 
Y 4.N21/9: Bm 3 
Environment management and local government. (Environmental Protection 
Agency.) $3.80 @ EP 1.23/3 : 600/5-73-016 
How to make jellies, jams, and preserves at home. Rev. Sept. 1974 (Agriculture 
Home and Garden Bulletin no. 56.) 40¢. @ A 1.77: 56/5 
Industrial environment—its evaluation and control. (National Institute for 
Occupational Safety and Health.) $11.70. @ HE 20.7102: In 2 
Pocket guide to babysitting. (Children’s Bureau.) 70¢. @ HE 1.458: B11 
Proclamations and executive orders, Herbert Hoover. (Federal Register.) 
$24.55 set @ GS 4.113/2: H 76/v.1,2 
Signers of the declaration The National Survey of Historic Site and Buildings. 
VOL. XVIII (National Park Service.) $5.65 @ I 29.2: H 62/9/v.18 
Treaties in force; A list of treaties and other international agreements of the 

United States in force on January 1, 1974. (State Department.) $3.00. @ 

8S 9.14: 974 


Viewpoints; A selection from the pictorial collections of the Library of Con- 
gress. (Library of Congress.) $7.75. @ LO 25.8/2: V 67 
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Abbreviations 


add 





addition, addendum, 
addenda. 

amendment, amend- 
ments. 

appendix, 

book, books. 

chapter, chapters. 

Congress. 

Department. 

document. 

facsimile, facsimiles. 

fiseal year. 

Greenwich hour angle. 

House. 


House concurrent reso- 
lution. 


House document. 


House executive docu- 
ment. 


House joint resolution. 


House of Representa- 
tives, House bill. 


House resolution. 
House report. 


illustration, 
tions. 


inch, inches. 
latitude. 





illustra- 








appendixes, | — 





no date. 
no place. 
number, numbers. 
Page, pages. 
pages of plates. 
paragraph, 
graphs. 











para- 


plate, plates. 
SOR wasaceesenses ~. portrait, portraits. 
part, parts. 
report. 
Senate, Senate bill. 
Senate concurrent reso- 
lution. 





Senate document. 
Senate executive docu- 
ment. 
8. ex. rp.._.......... Senate executive re- 
port. 


Senate joint resolution. 
Senate resolution. 


section, sections. 
session, sessions. 








supplement. 
tables, tables. 
Treasury. 
volume, volumes. 








Common abbreviations for the names of States, phere etc., are also 
An explanation of the symbols used to designate sizes of publications, is given on the 


inside of the front cover. 


Explanation 
The individual issuing department, bureau, office, or agency is considered the 


publisher of Government publications. 


Words and figures enclosed in brackets [ ] in titles are given for information, 


but do not appear on the title pages of the publications cataloged. Place and 
printer are not given for publications printed at the United States Government 
Printing Office, Washington, D.C., or at Government departmental and field print- 
ing plants. The dates given with Senate and House documents and reports are 
the dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations, except administrative and confidential (or restricted), are entered in the 
Monthly Catalog. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 





General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D.C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication going to one address, on condition that 
they will adhere to the public sales price set by the Superintendent of Docu- 
ments and that publications shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 


of payment. 
PRICE LIST 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent 
of Documents. Each list contains annotations and prices, and may be obtained 
free upon application to the Superintendent of Documents. 


CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of Congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress. Sales copies of a few of the more 
important ones are printed. The availability of those not for sale is indicated 
in the individual entries. 

viI 





HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the National Technical Information Service are indicated by a at sign (@) 
preceding the price. A black dot (@) indicates that the publication has been, or 
will be, sent to depository libraries. A plus sign (+) indicates that application 
should be made to the department, bureau, or agency issuing the document. A 
number sign (#) indicates that the document is printed for official use and is 
not obtainable. When additional information concerning the method of pro- 
curing a document seems necessary, it will be found under the name of the bureau 
by which it was published. 

In ordering a publication from the Superintendent of Documents, give the name 
of the publishing department, bureau, or agency, the title, the classification 
number which is added to the entry at the extreme right, and the stock number 
(if given following the price). Order Congressional documents and reports by 
the title, together with the document or report number and the Congress, e.g., 
H. Doc. 108, 88th Congress. 

Do not use the L.C. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, 
DC 20402, by coupon, postal money order, express order, or check. Publications 
cannot be mailed in advance of receipt of remittance. Foreign remittances should 
be made by international money order, or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the genera) public, coupons in the denomination of 5¢ 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from the office. Address the 
order to Superintendent of Documents, Government Printing Office, Washington, 
DC 20402. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $50.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, and certain Central and 
South American countries. To other countries the regular rate of postage is 
charged, and remittance must cover such postage. In computing foreign post- 
age, add one-fourth of the price of the publication. 


LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publication is 
that used in the Library of the Public Decuments Department. The shilling mark 
(/) separates what ordinarily would be superior or inferior numbers or letters. 
It is not practicable to print these numbers or letters as superiors or inferiors 
in the Monthly Catalog. 
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New Classification Numbers 


Maritime Administration. 
Inventory of American intermodal equipment. 
Resources and Trade Assistance Bureau. 
General publications. 
Small Business Administration. 
Summary of small business financing by SBICs. 
Interdepartmental Council to Coordinate All Fed- 
eral Juvenile Delinquency Programs. 
Y 3.J 98:1/date Annual report. 
Tennessee Valley Authority. 
Y 3.T 25: 43/date. Budget program, for fiscal year. 


Corrections for Previous Monthly Catalogs 


Feb. 1974. Entry 01181, Promoting environmental quality through urban planning 
and control. Change Item to read 431-I-1. 

April 1974. Entry 04538, Report health, population and nutrition activities of 
Agency for International Development. Add @ Item 900—C-2. 

May 1974. Entry 05424, Bulletin, 13894—-B. Four newly named tongues of Eocene 
Green River formation, northern Piceance Creek basin, Colo. Correct Bulletin 
notation to read 1394—F. 

June 1974. Entry 05986, List of chemical compounds authorized for use under 
USDA meat. Correct class to read A 101.6: C 42/974. 

—— Entry 06079, Commodity transportation survey : Expansion project, phase 1. 
Correct class to read C 56.202: T 68/2/phase 1. 

Entry 06111, Federal personnel manual system FPM supplement, 990-2, 
Hours of duty, pay and leave, ann. 1969. Add @ Item 294. 

Entry 06387, Current energy shortages oversight series, hearings, pt. 1. 
Conflicting information on fuel shortages. Change Item to read 1037. 

—— Entry 063888, Disclosure of corporate ownership. Delete @ Item 1087. 

July 1974. Entry 07827, Public involvement and Forest Service. Correct class to 
read A 13.2: P 96/13. 

Aug. 1974. Entry 08307, Technical report on effects of plutonium utilization on 
performance of light water reactors. Add @ Item 1051-C. 

—— Entry 08607, Some progress in improving management of Government owned 
and leased real property overseas ... Mar. 28, 1974. Correct class to read 
GA 1.13: M 31/6/974. 

Entry 08467, Livestock feeding problems, hearings. Correct class to read 
Y 4.Ag 8/2: L 75/3. 
Ix 








List of Government Authors 


Agriculture Department___....------- he hs hl eth bie oe 09663 
Agricultural Marketing Service 
Agricultural Research Service. 
Animal and Plant Health Inspection Service 
Forest Service 
Rural Electrification Administration 
Soil Conservation Service 
Statistical Reporting Service 
Arms Control and Disarmament Agenc7 
Atomic Energy Commission 
Cetiral Inteliigenes. Ameer. ..<2icsscin se SSL Sh i es ERT we 09713 
Civil Aeronautics Board 
Geek Services Oesentisien. ..... 2st ise ewe 09715 
Commerce Department 
Domestic and International Business Administration 
International Commerce Bureau 
Resources and Trade Assistance Bureau 
Foreign Direct Investments Office 
Maritime Administration 
National Bureau of Standards 
National Oceanic and Atmospheric Administration 
‘National Marine Fisheries Service 
National Oceanographic Instrumentation Center 
National Weather Service 
Patent Office 
Social and Economic Statistics Administration 
Census Bureau 
United States Travel Service 


Conference Committee 
Congressional Operations Joint Committee 
Economic Joint Committee 
House of Representatives 
Agricuiture Committee 
Appropriations Committee 
Armed Services Committee 
District of Columbia Committee 
Education and Labor Committee 
Foreign Affairs Committee 
Government Operations Committee 
Internal Security Committee 
Interstate and Foreign Commerce Committee 
Judiciary Committee 
Merchant Marine and Fisheries Committee 
Post Office and Civil Service Committee 





xm GOVERNMENT PUBLICATIONS 


Congress—Continued 
House of Representatives—Continued 
Public Works Committee 
Science and Astronautics Committee 
Veterans’ Affairs Committee 
Ways and Means Committee 
Reduction of Federal Expenditures Joint Committee._.............-. 00864 














Aeronautical and Space Sciences Committee_-__-_ 
Agriculture and Forestry Committee__._~_ 
Appropriations Committee 
Armed Services Committee 
Banking, Housing, and Urban Affairs Committee 
Commerce Committee 

District of Columbia Committee..._._ 
Finance Committee 

Foreign Relations Committee 
Government Operations Committee 
Interior and Insular Affairs Committee. 
Judiciary Committee 

Labor and Public Welfare Committee. 
National Emergency, Special Committee on the Termination of__- 
Nutrition and Human Needs, Select Committee on 

Public Works Committee 

Rules and Administration Committee 


















































Naval Operations Office 
Naval Oceanographic Office 
Naval Training Command 
Naval Personnel Bureau 
Naval Research Office 
Environmental Provection Agency 
Air and Water Programs Office 
Pesticides Programs Office 
Farm Credit Administration 
Federal Power Commission 
Federal Reserve System Board of Governors. 
Federal Trade Commission 
General Accounting Office 
General Services Administration 
Federal Supply Service 
National Archives and Records Service 
Federal Register Office 























Ocrosper 1974 xIII 


Beginning 


Health, Education, and Welfare Department 
Education Office 
National Institute of Education 
Public Health Service 
Alcohol, Drug Abuse and Mental Health Administration 
National Institute of Mental Health 
Food and Drug Administration 
Radiological Health Bureau 
Health Resources Administration 
Health Resources Development Bureau 
National Center for Health Statistics 
Health Services and Mental Health Administration 
Indian Health Service 
National Institutes of Health 
Health Manpower Education Bureau 
John E. Fogarty International Center for Advanced Study in 
the Health Sciences 
National Cancer Institute 
National Heart and Lung Institute 
National Institute of Allergy and Infectious Diseases 
National Institute of Environmental Health Sciences 
National Institute of General Medical Sciences 
National Institute of Neurological Diseases and Stroke 
National Library of Medicine 
Social and Rehabilitation Service 
National Center for Social Statistics 
Rehabilitation Services Administration 
Social Security Administration 
Housing and Urban Development Department 
Federal Housing Administration 
Interdepartmental Council to Coordinate All Federal Juvenile Delinquency 
Programs 
Interior Department 
Federal Water Pollution Control Administration_-__.._~~- ere eee 
Fish and Wildlife Service 
Sport Fisheries and Wildlife Bureau 
a EE eae ee ee ee ONE oe 10085 
Land Management Bureau___-_--------- Tee a Bae ee eee: ee 10165 
Mines Bureau 
National Park Service 
Outdoor Recreation Bureau 
Reclamation Bureau 
Solicitor, Office of. 
Interstate Commerce Commission 
Joint Publications Research Service 
Justice Department 
Labor Department 
Labor Statistics Bureau 
Occupational Safety and Health Administration 
Library of Congress 
National Advisory Council on Adult Education 
National Aeronautics and Space Administration 
National Credit Union Administration 
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Beginning 
entry 


National Foundation on the Arts and the Humanities 
National Endowment for the Arts 
National Labor Relations Board 
National Science Foundation 
President of United States 
Oxecutive Office of the President 
Federal Energy Office 
Management and Budget Office 
Telecommunications Policy Office. 
Railroad Retirement Board 
Securities and Exchange Commission 
Small Business Administration 
Smithsonian Institution 
State Department 
Tariff Commission 


Flight Standards Service 
Systems Research and Development Service 
Federal Highway Administration 
Motor Carrier Safety Bureau 
Federal Railroad Administration 
Safety Office 
National Highway Traffic Safety Administration 
National Transportation Safety Board 
Saint Lawrence Seaway Development Corporation 
Treasury Department 
Alcohol, Tobacco and Firearms Bureau 
Internal Revenue Service 
Public Debt Bureau 
United States Postal Service 
Veterans Administration 
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AGRICULTURAL MARKETING SERVICE, Agriculture Dept. 
Washington,DC 20250 


Fresh fruit and vegetable unloads FVUS (series). (Fruit and Vegetabie 
Division, Market News Branch.) 

09656 . Eastern cities by commodities, States and months, calendar year 1973. Apr. 
1974. 143 p. 4° + @ Item 19-A A 88.12/31: 1/2 
09657 . Midwestern a7 by commodities, States and months, calendar 7x 1973. Apr. 
1974. 123 + @ Item 19-A 8.12/31: ay 

. Southern cities Te commodities, States and months, calendar yer 1973. 
= 1974. 107 p. 4° + © Item 19-A 88.12/31 : 5 fi 

09659 . Western cities by commodities, States and months, calendar year 1973. 
1974. [63] p.4° + ©@ Item 19-A py hong af 


09660 . Totals iu 41 cities, calendar year 1973. Apr. 1974. 83 p. 4° rs Seiten 
A 88. 12/31: of 


09661 United States standards for grades of frozen carrots, effective Feb. 28, 1974, 
8rd issue as amended. [Jan. 14, 1974.] [2]+14p.4° (Processed Products 
Standardization and Inspection Branch, Fruit and Vegetable Division.) 


[Supersedes standards which have been in effect since Feb. 5, 1962.) + 
A 88.6/2 : C 2837/7 


AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 
Washington,DC 20250 


ARS (series). 
09662 $845. Statistical relationships of fiber properties to yarn properties and to spin- 
ning efficiency of medium staple cottons [with list of ae cited ; 
ain L. Louis and Louis A. Fiori]. Apr. 1974. [1])+ sD. {Southern 
Region.) + “7, : 845 


AGRICULTURE DEPARTMENT 
Washington,DC 20250 


Norr.—Requests to the Department of Agriculture for publications should include 
the USDA number if given in the entry. 


09663 Food safety in kitchen. [Jan. 1974.] [5] p. il. oblong 8° folded into narrow 


8° size [Prepared in cooperation with Food and Drug Administration.] 
+ @ Item10 A1.2:F 78/89 


AIR AND WATER PROGRAMS OFFICE, Environmental Protection 
Agency, Washington, DC 20460 


Publication APTD (series). 
09664 #0757. Aircraft emissions, impact on air quality and . Se x4. conten Sut Cwith 


list of references). Apr. 1972.) vili+60 p. 
grams.) = EP 4.9/2: OT87 


AIR FORCE bt hartge Defense Dept. 
Washington, DC 


Air Force Human Resources Laboratory : [Technical report] AFHRL-TR 
(series). (Air Force Systems Command. ) 

09665 j$72-50(2). Guide to computer simulations of 3 adaptive Seotensicnst models for 
advanced ee system phases 2 and 3 [with list of ref- 
erences] ; by Duncan N nsen [and others]. Oct. 1973. cover title, 
[2] +43 p. 1. 4° (Lowry Air Force Base, Colo.) [Brooks Air Force 
Base, Tex., appears on cover.) # D 801.45/27 : 72-60(2) 


@For Sale by National Technical Information Service, 
Springfield, VA 22151 
@Sent to Depository Libraries Page 1 





GOVERNMENT PUBLICATIONS 


Air Force Human Resources Laboratory—Continued 
73-19. Effect of all-volunteer force on input into school of military sciences, 
officer training program bs ise S dg my F ; by Nancy Guinn, 
Cc. Byron Farmer, James Dec. 1973. cover title {2] 
+30 p. il. 4 (Lackland Nie — ‘Base, Tex.) [Brooks Air ree 
Base, Tex., appears on cover.) # D 301.45/27 : 78-19 
Human resources sensitivity to system design tradeoff alternatives, 
feasibility test with jet engine data [with list of references] ; 
William B. Askren, Kenneth D. Korkan, George W. Watts. Nov. 
1978. cover title, 38 p. il. 4° (Wright-Patterson Air Force Base, 
Ohio.) [Project 1124” ‘task 112401, Brooks Air Force Base, Tex., 
appears on cover.) # D 301.45/27 : 73-21 
Variables related to pre-service cannabis use in sample of Air Force 
enlistees [with list of references]; by Cecil J. Mullins, Bart M. 
Vitola, Alan EB. Michelson, Nov. 1978. cover title, [2]+41 p. il. 4 
(Lackland Air Force Base, Tex.) [Project 7719, task 771913. Brooks 
Air Force Base, Tex., appears on cover.] # D 301.45/27 : 78-83 
Job analysis of medical service career field [with list of references] ; 
by Barry P. MacFarland. Jan. 1974. cover title, [2]+16 p. fl. 4 
(Lackland Air Force Base, Tex.) [Brooks Air Force Base, Tex., 
appears on cover.) # D 801.45/27 : 73-36 
Development of data base for direct analysis of airmen loss rates 
{with list of references]; by James B. Carpenter, Raymond B. 
Christal. Dec. 1973. cover title, [2]+23 p. il. 4¢ (Lackland Air 
Force Base, Tex.) [Brooks Air Force Base, appears on cover.] # 
D 801.45/27 : 73-37 
78-43(1). Fully proceduralized job performance aids: Draft military specification 
for organizational and intermediate maintenance; by Reid P. Joyce 
{and others]. Dec. 1973. cover title, [2]+153 p. il. 4° (Wright- 
Patterson Air Force Base, Ohio.) [Contract F33615—73—-C-4033, task 
1710. Brooks Air Force Base, Tex., appears on cover.) # 
D 301.45/27 : 73-43(1) 
73-43(2). Fully proceduralized job performance aids: Handbook for JPA devel- 
opers ; by Reid P. Joyce [and others]. Dec. 1973. cover title, 129 p. il. 
4° (Wright-Patterson Air Force Base, Ohio.) [Contract F33615— 
73—C-4033, task 1710 04. Brooks Air Force Base, Tex., appears on 
cover.) # D 301.45/27 : 73-43(2) 
78-43(3). Fully proceduralized job performance aids: Handbook for JPA man- 
agers and training specialists ; by Reid P. Joyce [and others]. Dec. 
1973. cover title, [72] p. iL 4° (Wright-Patterson Air Force Base, 
Ohio.) [Contract F33615—-73—C-4033, task 1710 04. Brooks Air Force 
Base, Tex., appears on cover.] # D 301.45 /27 : 73-43(3) 
Comparability study of armed services vocational battery scores from 
answer sheet and answer card administration [with list of refer- 
ences]; by Lonnie D. Valentine, jr., Douglas K. Cowan. Jan. 1974. 
cover title, [2]+14 p. il 4° (Lackland Air Force Base, Tex.) 
{Brooks Air Force Base, Tex., appears on cover.] # 
D 301.45/27 : 73-55 


Similarity of job types reported from two independent analyses of 
occupational data, interim report for period Apr. 2—Oct. 12, 1973 
[with list of references]; by William J. Watson. Feb. 1974. cover 
title, [2]+55 p. 4° (Lackland Air Force Base, Tex.) [Project 7734, 
task 773403. Brooks Air Force Base, Tex., appears on cover.] # 

D 301.45/27 : 73-58 
73-71(1). Media adjunct programming, individualized media-managed approach 
to academic pilot training; by Barbara L. McCombs [and others]. 
Jan. 1974. cover title, [2]+6 p. 4° (Williams Air Force Base, 
Ariz.) [Brooks Air Force Base, Tex., appears on cover.] # 
D 301.45/27 : 73-71(1) 

Survey of the present state-of-the-art in learning center operations ; by 
Dennis J. Sullivan, Edgar A. Smith, Ronald H. Filinger. Feb. 1974. 
cover title, [2]+112 p. il. 4° (Lowry Air Force Base, Colo.) [Con- 
tract F41609-72-—-C-—0033, task 1121—01. Brooks Air Force Base, Tex., 
appears on cover.] # D 301.45/27 : 74-11 


ALCOHOL, TOBACCO AND eS BUREAU, Treasury Dept. 
Washington, D¢ 20224 


09678 Published ordinances, firearms, important information to gun dealers. 1974 
edition. [1974.] cover title, ili+253 p. il. 4° (Publication 608 (Rev. 6-74.) 
* Paper, $2.70. @ Item 961-—A T 70.5: F 51/974 


*For Sale by Superintendent of Documents 
+Distribution Made‘ by Issuing Office 
#Not Available for Sale or Distribution 





Ocroser 1974 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 
Agriculture Dept., Washingteun,DC 20250 


09679 Meat and poultry inspection regulations, Change 13. Mar. 16, 1974. [4] 
p. 4° (Meat and Poultry Inspection Program.) [Issued with perfora- 
tions.] * Paper, $22.00 (basic manual and supplementary material for 
indefinite period ) ; add $5.50 for foreign mailing. @ Item 30-A-4 

A 101.6/2 : 9738/ch.13 


ARMS CONTROL AND DISARMAMENT AGENCY 
Washington, DC 20451 


09680 Current negotiations on arms limitations. [Apr. 1974.] 4p. 4° (Publication 
72.) + AC 1.2: Ar5/4 


ARMY DEPARTMENT, Defense Dept. 
Washington, DC 20310 


Pamphlet. 


600-21. Sample survey procedural guide. Mar. 1974. [19] p. $ {Issued with 
perforations.) # @ Item 327 (Rev. 1969) 101.22 : 600-21 


Technical manual TM (series). 


5-805—1. Standard practice for concrete for military structures, Sept. 15, 1970, 
Change 1. Oct. 3, 1973.6 p. 4° [Issued with perforations. | # 
101.11 : 5—-805—1/ch.-1 


USAAMRDL technical report. (Eustis Directorate, U.S. Army Air Mo- 
bility Research and Development Laboratory, Fort Eustis, Va.) 
73-—34B. Summary of Frepeiee coals? procedures and data: v. 2, Structural 
analysis and blade om | anal report with list of literature cited) ; 
by William Amatt, liam E. Bates, Henry V. Borst. Nov. 1978. 
I Me tee AU, p. il. 4° [Task 1G162207AA7208, contract 
2—-72-C-—0033, prepared by Henry V. Borst ‘ Sencemees, Rose- 
pa ey Pa.) # 117.8/2: 73-84B 
Evaluation of various sizes and Adie gas pa of Maal tanks; final 
report; by D. L. Byerley. obi be ‘witecee p. il. 4 
repared under contract DAA 02-71-00 Firestone Coated 
cs Company, Division of Firestone Tire 4 Rubber Com pe nae / 
Magnolia. Ark.] # D 117.8/2 : 73-74 
Effects of helicopter external peed on sling properties, final regent 
[with list of may cited] : Arthur J. Gustafson, jr. Sept. 1 He 
ix+80+ [2] p. tl. 4¢ [Task ir 2203443500, House task A870-11. 
D 117.8/2: 73-04 
oe pore [with list of literature cited] ; by Richard A. Snyder. 
Feb. Oe RA ] p. il. 4° [Task 7162205411906, con- 
tract PA At0S-42-00088 vepered by Titefiex, Division of ‘Atlas 
Corp., Springfield, Mass.] D117.8/2: 2 
Advanced, small, high-temperature-rise combustor program, final report : 
v. 2, Design. and test .$ A scale combustor system —, list of lit- 
erature cited] ; by M. P K. M. Johansen. Feb. 19 {1])+xvi 
oo (2) p "i. 4° rack it 1G162203D14413, contract Da ageatro- 
0060 ; resared by AiResearch Manufacturing Company of Arizona, 
Division of Garrett Corporation, Phoenix, Ariz.] # 
D117.8/2: 74-8B 


ARMY MEDICAL DEPARTMENT, Defense Dept. 
Washington, DC 20310 


Army Medical Research and Nutrition Laboratory, Fitzsimmons General 
Hospital, Denver, Colo., Laboratory report. 
09688 342. bee sry! of plasma volume and body weight in dogs [with list of mm 
ences] ; by Robert M. Nims [and others]. Sept. 1973. cover title, ] 
4° ( bhydiotons Division.) [ ject GRO 1 —001 ; ; task 09 physiolog: owt ait 


ATOMIC ENERGY COMMISSION 
Washington, DC 20545 


AKC research and development report. 
09689 AEC-tr—7491. Irradiation of roo pin in sodium circuit bg list of ref- 
erences ; by J Hairion and others]. [Feb. he Re cover 
title, 17 -p. mh 4° (Translation mei 73-5.) 
@ Paper, $4.00. ¥ 3.At 7: 22/ Abeotr 749h 
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ringfield, VA 22151 
. to i Libraries Page 3 


561-030 O- 74-2 





GOVERNMENT PUBLICATIONS 


ABO research and development report—Continued 


AEC-—tr—7493. 


AEC-tr-—7494. 


ABC-tr—7495. 


09693 ABC-tr—7496. 


ARMS-68.6.8. 


09695 BAW-—4228-3. 


09696 BDX—613-—044 (rev.). 


CONF-711076. 


FIND-50315-81. 


HASL-279. 


HASL-—280. 


NAS-NS-3059. 


TID—25710-R 1. 


TID—26488. 


WARD-SS-3045-4. 


Monitoring of pny ay Bonne sey of sodium-heated 
steam qeasraters Le. gen dosage industrial applica- 
tion to C. th t tof. references ; by P. Lecocq and 
others]. iFep 1974. : Ae © Pione 39 p. il. 4° (Transla- 


tion series ; SM 168/ - 7 4.00. 
At 7 : 22/AEC-tr—7493 


Tests of fuel ee under sodium in Na3 loop of CEN/ 
. Michel and others]. [Feb. 1974.] cover 
4° (Translation series; SM-—173/51.) 

¥ 3.At 7 : 22/ABC-tr-7494 

Behavior of Rapsodie reactor fuel elements in 1971 and 

1972; [by Jean-Louis Ratier, Claude Mercier, Francois 
Anselin]. {Feb. 1974.] core P title, 11 il. 4° (Transla- 


tion series ; SM—173/9.) er .00. 
3.AtT7: lg ae hy 
Fabrication of clad tube for fast reactor fuels; [by P. 
Lallemand]. [Feb. 1974.] cover title, 23 p. il. 4o Trvans. 
lation series ; SM—173/ H-i6), 34 Foon, $4.00. 
: 22/ABC—tr-7496 
Aerial radiological measuring aieuat yo radiological 
measuring survey of area surrounding Oy _~ 4 
Power Station, Morris, Ill., Sept. 1968; [by K. Boyn 
and M. D. Sevart]. [Dec. 1973.] cos come ‘title, Weis 
* @ Paper, $5.45. 22/ARM 6.8 
and development programs rs oor fuels 
technology, report 3 [with list of references]. Dec. 1973. 
cover title, 7 p. il. 4° [Prepared by Research and Devel- 
opment Divis on, Babcock aa Wilcox ey of ign. 
burg, Va. @ Paper, $4.00. Y3 AW-4 
Impact testing of materials using 8- inch air gun and com- 
puter reduction of data ; [prepared by L. F. orne]. Oct. 
1973. cover title, 62 il. 4e [Prepared under contract 
AT (29—-1)-613 USAEC ey A Bendix Corporation, Kansas 


City, Mo.) @ Paper, $ 
3.At 7 : 22/BDX-613-944 (Rev.) 
Proceedings of ist Soil Microcommunities Conference [Syra- 
cuse, N.Y., Oct. 18-20, 1971 with list of literature 
oti stilted by Daniel L. Dindal]. [1973.] cover title, 
v+285 p. il. 4° [Sponsored by partment of Forest 
Ziolony and Office of Public Service and Continuing Edu- 
cation, State University College of Environmental Science 
and Forestry. ] @ Paper, $7.60. 
Y¥ 3.At 7 : 22/CONF-711076 
Donald C. Cook Nuclear Plant, units 1 and 2, Indiana & 
Michigan Electric Company: [Elizabeth P. Carter, ed- 
itor]. Feb. 1974. cover title, iv+33 p. 4° (Advisory 
Committee on Reactor Safeguard 2), fy with perfora- 
tions.) @ Paper, $4.00. Y 3.At 7: 22/FIN 315-81 
Narrow ene band filters for a 250" kv yee potential 
X-ray machine [with list of references ; by Arthur - 
bon]. Jan. 1974. cover title, New Yor il. e (Health and 
setety Laboratory (AEC), New wt N.Y.) @ Paper, 
4.00. t 7: 22/HASL-279 
Evaluation of activated carbon Bie for radon protec- 
tion in uranium mines [with list of references ; by Jess W. 
Thomas], Jan. 1974. — oo jew 2 p. il. 4°° (Health 
and Safety Laborato ew York, N.Y.) [Page 

31 is p. 3 of cover. ] Sve Barer $ 
are 3.At 7 : 22/HASL-280 


Nuclear science series : Recent radiochemical ‘separation pro- 
cedures for As, At, Be, Mg, Ni, Ru and Se [with list of 
references ; edited by K. V. Marsh]. [Jan. 1974.] cover 
title, iv+84 p. iL [Prepared for Subcommittee on Radio- 
chemistry, National Academ _< Sciences, National Re- 


search Council.}] @ Paper, 
rea t 7: 22/NAS-NS-3059 
Analysis of world- 4 4 contributions to Nuclear science 
abstracts, v. 25 (197 ) and 26 (1972). Feb. 1974. cover 


title, 1i+[1]+76 p. il. 4 r, $5.45. 
t 7: 22/TID-25710-R 1 
CAMAC serial system  - descrip tion, adopted by 
AEC NIM Committee and ESONE Committee [with list 
of references ; prepared by AEC NIM Committee Dataway 
Working Grou Ry ESONE ng re 4 ed ss 
Group]. cover title, — p. iL * Pape 
= > Thea iosee AtT: 32)TID_ 26488 
Radial blanket and shield aided, jt A ay quarterly 
progress < for period coding Oct. 31, 1973 [with one 
reference ; G. Gibson, G. N b ag and R. Ritten- 
berger]. {1 3.] cover title, [17] pb il. 4° {Prepared by 
Westinghouse Advanced Reactors Division, —* Pa., 
under contract AT(11-— ee. J @ Paper, $4.00 
Y3.At7: 22 ARD_SS-3045—4 
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AVIATION MEDICINE OFFICE, Transportation Dept. 
Washington, DC 20553 


FAA-AM (series). 
74-2. Sex comparison of reasons for attrition of non-journeyman FAA air traffic 
controllers [with list of references; by] John J. Mathews, William BP. 
Collins, Bart B. Cobb. Mar. 1974. cover title, (3)+144 (2), P, 4° 
@ Paper, $3.00. 74-2 


CENSUS BUREAU, Commerce Dept. 
Suitland,MD 20233 


Annual survey of manufactures, 1968-69 [Nov. 1973.] [506] p. il. 4° ([In- 
dustry Division.]) * Paper, $6.45 (S/N 0824-00250). @ Item 134-A 
L.C. card 52-60884 C 56.221/2 : 968-69 


Census of agriculture, 1969. ([Agriculture Division.]) 
09707 v. 4. Irrigation. July 1973. xxxiii+ 273+ 32 il. 4° [Two maps 22 x 34 in. 
issued also.] * reper, $5.10 (S/N 0324-00219). @ Item 152 
L.C. card 72-60137 C 56.227/3 : 969/v.4 
Census of population and housing, 1970: Evaluation and research program, 
PHC(E) (series). ([{Statistical Research Division].) 
8. Coding performance in 1970 census [with bibliography]. [Apr. 1974.] cove 
title, [4] +35 p. il. 4° * Paper, $1.05. @ Item 154 C 3.223/16: 970/8 
Census of population, 1970: Supplementary report PC (S1)-—(series). 
09709 60. Characteristics of Spanish surname population by census tract, for SMSA’s in 
New Mexico, 1970. Apr. 1974. [27] p. 4° * Paper, 50c. cf Item 154 
3.223/12 : 970/60 
Census use study. (Data User Services Office. ) 


09710 Data uses in private sector, proceedings of executive ma tnt Oct. 4, 1973; [com- 
piled and edited by John Kavaliunas]. Mar. 1974. {3} +120 p. il 4° 1+ 
@ Item 131-D C 56.220: D 26 


09711 Social and health indicators system: pt. 1, Rural Mound Bayou, Miss., back- 
Geant and development ; [by John C. Deshaies, Samuel Korper, and Harold C. 
Hach]. [1974.] cover title, aye ~ By = [Prepared in cooperation with 
Executive Office of the President, O of Economic Opportunity, = so 
Health Affairs, Office of Planning, de and area + @l 
131-D C 56.220 : So 1/pt. iad 
Current population reports: Series P-26, Federal-State cooperative pro- 
gram for population estimates. * Paper, $30.50 (Series P-20, P-23, 
P-25, P-26, P-27, P-28 summaries, P-60, and P-65 for a year), add 
$7.75 for foreign mailing ; single copy prices vary. 
64. Estimates of — of Kansas counties and metropolitan areas, July 1. 


1972 and 1973. Apr. 1974. 6 p. 4° * Paper, 25c. @ Item 142-C 
C 56.218 : P—-26/64 


CENTRAL INTELLIGENCE AGENCY 
Washington, DC 20505 


Italy [colored map]. [Nov. 1973.] 20X26 in. [Scale 1: 2,700,00, 2.4 in.=100 
mi. Includes illustrations showing population, industry and land use. 
Issued in envelope for mailing.] * Paper, 70c. (S/N 4115-00056). 
@ Item 856—A-1 PrEx 3.10/4: It 1 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


Alexander is a swoose, remarks of Whitney Gillilland, Vice Chairman, 
Civil Aeronautics Board [before] American Institute of Certified Public 
Accountants, symposium on CAB ratemaking process, Washington, D.C., 
Apr. 23, 1974. [1974.] [1]+11 p. # + C 31.215: G 41/21 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


Pamphlet. 
78. Federal manager’s responsibilities under spats stem. Feb. 1974. {2} 
Seoen 30c. (8/N 0600-00774). @I tem 299 csi Ts 


@For Sale by National Technical Information Service, 
Springfield, VA 22151 
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COAST GUARD, Transportation Dept. 
Washington, DC 20591 


Bulletin. 


57. Report of International Ice Patrol mg My | Atlantic Ocean, season 
971 [with list of references; by Buge Delaney]. [Jan. 30, 1974. 
26 p. il. 18 pl. 4 (CG-188-26. ) - “e tiem 931-A TD 5.3: 5 


COMMERCE DEPARTMENT 
Washington, DC 20230 


Nors.—Requests to the Commerce Department y~ ublications should give the 
full title and the date of the publication. Do not include Monthly Catalog entry 
numbers or Superintendent of Documents classification numbers which should 
be used only when ordering from the Superintendent of Documents. 

09717 Introducing ERG and DYNE, energy twins [colored aa [1974.] 

17X11 in. (Savenergy.) + C 1.68: En 2 


09718 Join car-pool [colored poster]. [1974.] 17.4X11.5 in. vate 
C1 


+ 
:C17 
09719 Report of Task Force on Education and Training for Minority Business 


Enterprise. Jan. 1974. xxi+179 p. il. 4° ([Office of Minority Business 
Enterprise.]) + © Item 128 C1.2:M 66/13 


09720 Take to the stairs, (2 up-3 down) [colored poster]. [1974.] re ap 5 in. 
(Savenergy.) + 1.63: St 1 


09721 Turn off machines when not in use, [colored poster]. [1974.] 17.5X11.5 in. 
(Savenergy.) ‘+ C1.638:M13 


09722 Turn off unnecessary lights, [colored poster]. [1974.] 17.4X11.5 in. (Sav- 
energy.) + C 1.68: L 62 


CONGRESS 


Congressional record, proceedings and debates of 92d Congress, 2d session, 
v. 118. [Permanent edition.] @ Item 998 
L.C. card 12-86438 


Nots.—In the permanent bound edition, the ng differs from that of the 
daily numbers, the text being revised, rearranged, and printed without break. 
pt.8. Mar. 22-28, 1972. 1972. [1]+9419-10746 p. 4° * oe. $14.85 
X.92/2 : 118/pt.8 
pt.9. Mar. 20—Apr. 10, 1972. 1972. [1] +10747—12010 p. 4° * Cloth, $1 14.25 
X98 /2: ah cate 
pt. 15. May 24—June 6, 1972. 1972. [1] + 18653-19898 p. 4° * Cloth. $14.15 
x. 93/2: 4 Ti8/pt. 15 
pt. 16. Juné 7—15, 1972. 1972. [1] + 19899-21230 p. 4° * Cloth, $14.80 
X.92/2 : 118/pt.16 


pt. 17. June 16-26, 1972. 1972. [1] + 21231-22506 p. 4° * Cloth, $14. 
X.92/2: 118/pt.17 


Laws 


Norz.—The Federal laws are first published separately and in this form are 
known as “slip laws”. Later, these laws are compiled, edited, indexed, and published 
in the volumes of the Statutes at large. 


—— laws, 98d Congress. -+ House or Senate Document Rooms, Capitol 
H.R. 5759, act for relief of Morena Stolsmark. Approved ey Po: 1974. 1 p. 
$a. H.R. 6116, act for relief of Gloria Go. Approved May 16, 1974. 
69. . 245, act for relief of Kamal Antoine Chalaby. —_— Saas 16, 1974 1 p. 
70. 8 —— fe ‘ry of Ernest Edward Scofield ( esto Espino). Approved 
ay P. 


Public laws, 98d Congress. @ Item 575 
Nors.—Public laws in slip form in the first prints may be obtained from the 

Superintendent of Documents, Washington. DC 20402, at a subscription price of 

$36.00 per session, add $9.00 for foreign mailing; single copies vary in price. 

279. Act to amend Wild and scenic rivers, act by designating the Chattooga 
River, North Carolina, South Carolina. and Georgia as a component of 
National Wild and Scenic Rivers System, and for other purposes. [Ap- 
proved May 10, 1974.] 2p. * Paper, 25c. 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
#Not Available for Sale or Distribution 
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284. 8. B mae Oo name strostvee S-—5A of Central and Southern Florida Flood 
Cont trol Diettiet located in Palm Beach County : 
Wallis Pumping Station in memory of late W. Turner Wallis, first 
ee, Shey urer and chief engineer for Central and —— ee 
‘entrol District. [Approved see 16, 1974.] 1 p. agp me 
288. S. 3062, - entitled Disaster relief act amendments of Hors. {Approved 
May 22,1974.) 22 p. * Paper, 30c. 


CONFERENCE COMMITTEE 
Washington, DC 20510 


Summary of differences between Senate version and House version of 
H.R. 2, to provide for pension reform, prepared for use of House and 
Senate conferees on H.R. 2. 
pt. 1. Participation, vesti funding, actuari urisdiction, d rtability ; 

May 15, 1974. 1978, iv+51 p. 4° (Comm ttee print. - - . 

Y 4.C 76/1: P 38/pt.1 


CONGRESSIONAL OPERATIONS JOINT COMMITTEE 
Washington, DC 20510 


Congress and mass communications, institutional perspective, study con- 
ducted by Congressional Research Service, Library of Congress. 1974. 
vi+81 p. (Committee print, 98d Congress, 2d session.) + 

Y¥ 4.C 76/7: C 73 


ECONOMIC JOINT COMMITTEE 
Washington, DC 20510 


09737 Potential heating oil shortages, hearings before Subcommittee on Con- 
sumer Economics, 98d Congress, Ist session, Sept. 18 and 20, 1973. 1973. 
iv+215 p. il. * Paper, $1.65 (S/N 5270-02112). ‘@ Item 1000 
L.C. card 74-600532 Y¥4.Eec7: 015/38 


Resource scarcity, economic growth, and environment, hearings before 
Subcommittee on Priorities and Economy in Government, 98d Congress, 
1st session, Dec. 19-21, 1978. 1974. iv+192 p. il. * Paper, $1.60 © Item 
1000 
L.C. card 74-602087 Y¥4.Ec 7: R31/4 


HOUSE OF REPRESENTATIVES 
Washington, DC 20515 


House documents 


Notse.—All House documents, entries for which are followed by a +, may be 
obtained from the House Documents Room or from the issuing office. 


House documents, 93d Congress. 


2. Potomac River basin, Md., Va., W. Va., Pa. and D.C., reformulation of Sixes 
Bridge and Verona projects, letter from chief ot = neues 313 pi 
report, v. 2, Nov. 26, 1978 [with bibliographies]. sh. 

2 maps, 4° [Also issued in departmental edition, D108. PA , ts 
and sent to depositories in that form. See En ntry 00089.) + 
: a pictorial history [6th edition. (1978. } cover title, awe fl. tangs 
‘Some illustrations are colo ] ha 5? 2.00 sent to 
} libraries in serial set eee) (S/N 1-09808);" 
P ls for improving veterans’ benefits, won fro: dent trans- 
mitting proposals ; Jan. 28, 1974. 1974. [1] +5 + 
. Inaugural address of Presidents of United States from George Washin 
ienten Milhouse Nixon 1973. 1974. vi+283 p. il. “"o Paper, $ "15 
tem 
. Plan for comprehensive health insurance, message from President trans- 
mitting plan ; Feb. 6, 1974. 1974. hha? + @ Item 906 
. Report of audit of Commod ity Credit rporation for fiscal year 1973, 
communication from Comptroller General of United — transmitting 
report ; Feb. 7, 1974. 1974. Mit 44 p. 4° + Item 996 
. Proposal for napeovise Public works and economic develo age act ~~ 190s, 
ee SF the President ; Feb. 20, 1974. 1974. [1] +13 


; ing amendment to request for a ropriations for ag Judiciary, fiscal 
Proper 1975, communication from the ident ; Feb. 25, 1974. 1974. {1] 
+2p. + ©@ Item 996 


@For Sale National Technical Information Service, 
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House documents, 98d Congress— Continued 


224. ——_ annual report on financial condition and results of operations of 
ighway trust fund, communication from fiscal assistant secretary of 
gM ree orp report; Feb. 28, 1974. 1974. v+11 p. 4° 

em 

226. Report on examination of financial statements of Panama Canal Company 
and Canal Zone Government for fiscal year 1973, communication from 
Comptroller General of United States. transmitting report ; Mar. 5, 1974. 
1974. vi+44p.il4¢° + @ Item 906 

. Proposed supplemental appropriation for fiscal year 1974 for Federal Trade 
Commission, communication from the President ; Mar. 6, 1974. 1974. [1] 
+ip. + @ Item 

. 13th annual report, Arms Control and Disarmament Agency, message from 
the wa report ; Mar. 13, 1974. 1974. vii+52 p. il. 4° 

em 
8. Examination of financial statements of Federal Prison Industries, Inc.,. De- 
partment of Justice, fiscal year 1973; communication from Comptroller 
General of United States transmitting report ; Mar. 19, 1974. 1974. v+17 p. 
+ @©@ Item 996 
09752 . Examination of financial statements of Tennessee Valley Authority, fiscal 
year 1973, communication from Comptroller General of United States 
transmitting report; Mar. 28, 1974. 1974. vi+47 P. 4° + @ Item 996 
09753 . Freeport Harbor, Tex. (45-foot project). letter from chief of engineers, Army 
submitting report; Apr. 22, 1974. 1974. xvi+106 p. il. 4° [Also issued 
in departmental edition. D 103.22: F 87/3, and sent to depositories in that 
form. See Entry no. 1 + 

. Proposed amendments to Federal rules of criminal procedure, communication 
from Chief Justice of United States transmitting proposed amendments ; 
Apr. 23, 1974. 1974. lii+73p. + @ Item 996 


. Seventh annual report of United States-Japan cooperative medical science 
program, message from President of United States; May 6, 1974. 1974. 
[8]+17p.4¢ + @ Item 996 : 


House Reports 
Nore.—For titles of bills which these reports accompany, see Congressional 
record index. 


House reports on public bills, 98d Congress. -+ House Document Room, 
Capitol. @ Item 1008-A 


699. Waiving points of order against bill H.R. 11771. Report from Committee 
on Rules to accompany H. Res. 739. Dec. 5, 1973. 1 p. 


Pp 

725. Authorizing disposal of molybdenum from national stockpile. Report from 
Committee on Armed Services to accompany 8. 2551. Dec. 2, 1973. 7 p. 

742. Foreign assistance sopropnatne fiscal year 1974. Conference report to 


accompany H.R. 11771. Dec. 19, 1973. 13 p. 

Making supplemental appropriations for fiscal year 1974. Further conference 
report to accompany H.R. 11576. Dec. 20, 1973. 22 p. 

Egmont Key National Wildlife Refuge. Report from Committee on Merchant 
Marine and Fisheries to accompany H.R. 8977. Jan. 31, 1974. 8 p. 4° 

Providing for consideration of H.R. 11864. Report from Committee on Rules 
to accompany H. Res. 823. Feb. 5. 1974. 1 p. 

Voter registration act. Report together with minority and additional views 
from Committee on House Administration to accompany H.R. 8053. 
Feb. 5, 1974. 39 p. 

Land use planning act of 1974. Report together with additional, dissenting, 
and minority views of Committee on Interior and Insular Affairs to 
accompany H.R. 10294: Feb. 13, 1974. 1974. 111+ 105 p. 

Providing for printing of additional copies of House report entitled Con- 
centration by competing raw fuel industries in energy market and its 
impact on small business: v. 3. National gas survey and synthetic fuel 
development, House report 92—1404. Report from Committee on House 
Administration to accompany H. Res. 728. Mar. 4, 1974. 1 p. 

Providing for printing of additional conies of House report entitled Con- 
centration by competing raw fuel industries in energy market and its 
impact on small business: v. 2, Tennessee Valley area. House report 92— 
1313. Report from Committee on House Administration to accompany 
H. Res. 729. Mar. 4, 1974. 1 p. 

Providing for printing of additional conies of hearings before Subcommittee 
on Foreign Economic Policy entitled Foreign nolicy implications of 
energy crisis. Report from Committee on House Administration to accom- 
pany H. Con. Res. 397. Mar. 4, 1974. 1 p. 

Authorizing printing of additional copies of Senate hearings on Child abuse 
prevention act. 1973. Report from Committee on House Administration 
to accompany 8. Con. Res. 56. Mar. 4. 1974. 1 p. 

Authorizing printing of compilation entitled “Disclosure of corporate owner- 
ship” as Senate document. Report from Committee on House Administra- 
tion to accompany 8S. Con. Res. 59. Mar. 4, 1974. 1 p. 

Guaranteed student loan. Report from Committee on Education and Labor 
to accompany H.R. 12523. Mar. 12, 1974. 11 p. 
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Amending Arms control and disarmament act. Report together with addi- 
Mar 13, 197k alo Committee on Foreign Affairs to accompany H.R. 12799. 

ar. 

Su ey Maritime authorization, 1974. rt from Committee on 

rehant Marine and Fisheries to accompany H.R. 12925. Mar. 25, 1974. 
5p. (Corrected print. 

Providing for printing of additional copies of report of Select Committee on 
Committees. R from oe on House Administration to accom- 

ale ia H. Res. 989. Mar. 26, 1974. 

labor standards amendments of 974. Conference report to accompany 
2747. March 26, 1974. 30 

District of Columbia revenue act of 1947 pep dnent act. Conference report 
to accompany H.R. 6186. March 27, 1974. 7 p 

Loan of personnel and equipment to abe of Sport Fisheries and 
Wildlife. Report from Committee on Merchant Marine and Fisheries to 
accompany H.R. 8101. Mar. 27, 1974, 10 p. 

Providing for consideration of House resolution 998. Report Re Com- 
mittee on Rules to accompany H. Res. 1018. Mar. 28, 1974. 1 p. 

Providing for consideration of H.R. 12565. Report from Commitee on 
Rules to accompany H. Res. 1026. Apr. 3, 1974. 1 p. 

Designating certain lands in Farallon National Wildlife Refuge, San 
Francisco County, Calif., as wilderness. Report from Committee on 
Interior and Insular Affairs to accompany H.R. 11013. Apr. 8, 1974. 7 p. 

Authorizing appropriations for Atomic Ene Commission for fiscal year 
1975. Report together with separate views by Joint Sepatttee on Atomic 
Energy to accompany H.R. 13919 ; Apr. 3, 1974. 1974. 11+ 64 p. 

Inquiring into military alert invoked on Oct. 24, 1974. Adverse report 
together with supplemental views from Committee on Foreign Affairs to 
accompany H. Res. 1002. Apr. 4, 1974. 5 p. 

Duty free importation of upholstery regulators and upholsterer’s regulating 
needles and pins. Report from — on Ways and Means to accom- 
pany H.R. 421. Apr. 4, 1974. 3 p. 

Temporary suspension of duty on | synthetic rutile. Report from Committee 
on Ways and Means to accompany H.R. 11830. Apr. 4, 1974. 3 p. 

Temporary suspension of duty on certain horses. Report ng “Committee 
on Ways and Means to accompany H.R. 13631. Apr. 4, 1974. 4 p. 

inet Gre branch appropriation bill, 1975. Report together with additional 

views from Committee on Appropriations to accompany H.R. 14012. 
Apr. 4, 1974 42 p. 

Providing for consideration of H.R. 13919. Bepest from Committee on Rules 
to accompany H. Res. 1030. Apr. 9, 1974. 1 p 

Waiving certain points of order against H.R. 14018. we from Committee 
on Rules to accompany H. Res. 1031. Apr. 9, 1974. 

Authorizing and directing Secretary of Agriculture ha ee any interest 
held by United States in certain povwery & “28 Jasper County, Ga., to Jasper 
County Board of Education. Committee on Interior and 
Insular Affairs to accompany H.R. 510. Apr. 11, 1974. 7 p. 

Authorizing conveyance of ey B lands to New Mexico State University, 
Las Cruces, N. Mex. Report from Committee on Interior and Insular 
Affairs to accompany H.R. 5641. Apr. 11, 1974. 5 p. 

Designating certain lands as wilderness. Report from Committee iy razed 
and Insular Affairs to accompany H.R. 12884. Apr. 11, 1974. 

Amending act of June 27, 1960 (74 Stat. 220), relating to natn of 
historical and archeological — Report from ee be Interior and 
Insular Affairs to accompany H . Apr. 11, 1974. 

Temporary suspension of duty on "dabe feathers and hee Report from 
Speseeietnp on Ways and Means to accompany H.R. 11452. Apr. 11, 1974. 

P 

Temporary suspension of duty on certain carboxymethyl cellulose ate 
Report from Committee on Ways and Means to accompany H.R. 12035. 
Apr. 11, 1974. 3 p. 

. Control of pollution from animal feedlots and reuse of animal wastes. Four- 

teenth report together with supplemental and dissenting views | Com- 

mittee on Government Operations ; Apr. 25, 1974. 1974. vi+68 p. 

. Community services act of 1974. 3 together with additional, ~~ 

and supplemental minority views from Committee on Education and Labor 
to accompany H.R. 14449; May 15. 1974. 142 ». 

. Sugar act amendments of 1974, report together with separate, opposing, 

dissenting and additiona! dissenting views en eee on Agricul- 

ture] on H.R. 14747 ; May 17, 1974. 5,974. ili+ 103 

. Geothermal energy research. development, and dniinatiaticn act of 1974. 

re together with additional views from Committee on Science and 

nautics to accompany H.R. 14920. June 17, 1974. 41 p. 

. Amending and nes authority for lation of exports. Report together 

with dissenting views from Commit on Banking and Currency to 

accompany H.R. 15264. June 19, 1974. 25 p. 

. Making app werepstetions for certain paaden 4 and development activities, 

a. ‘a4 975. Conference report to accompany H.R. 14434. June 19, 
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GOVERNMENT PUBLICATIONS 


Agriculture Comnstttes, House 
Washington, DC 


[Committee publication] serial, 98d Congress. 


09799 «=6WW. Eee research one consumer information act, hearing before Subcommittee 
nd Poultry, 93d Congress, 2d session on H.R. 12000, Mar. 26, 


n Dairy a 
1974. 1974. ili+ 47 + @ Item 1010 
L.C. card 74602084 Y¥ 4.Ag 8/1: Bg 3/6 


Appropriations Committee, House 
Washington, BC 20515 


Agriculture, environmental and consumer protection appropriations for 
1975, hearings before subcommittee, 98d Congress, 2d session. 
L.C. card 74-601975 
09800 pt. 5. Environmental programs: National Commission on Water Quality, Council 
on Water Quality, Council on BEnvironmental Quality, Environmental 
Protection Agency, energy hearings, HUD water and sewer programs, 
Environmental Financing Authority, Treasury Department, investigative 
reports. 1974. 1i1+1120+xp.il + @ Item 1011 
Y 4.Ap 6/1 : Ag 8/975/pt.5 
pt. 7. Investigative report on utilization of Federal laboratories. 1974. li+ 1204 p. 
+ @ Item 1011 Y 4.Ap 6/1: Ag 8/975/pt.7 


Department of Defense appropriations for 1975, hearings before subcom- 
mittee, 98d Congress, 2d session. 
09802 #«pt.1. Secretary of Defense, Chairman, Joint Chiefs of Staff, Secretary of Army 
and Chief of Staff, Army reprograming, operational base launch program 
U-X/CS-X utility aircraft. 1974. ii+800+v p. il + @ Item 1011 
Y¥ 4.Ap 6/1: D 36/5/975/at.1 


Department of Interior and related agencies appropriations for 1975, 
hearings before subcommittee, 98d Congress, 2d session. 

pt. 1. Secretary of Interior, Bureau of Indian Affairs, Indian Claims Commission, 

Indian education, Indian health, Administration of territories, Guam, 

American ‘Samoa, Trust Territories of Pacific Islands. 1974. 11+974+x 

Pp + @ Item 1011 Y¥ 4.Ap 6/1 : In 8/6/975/pt.1 

09804 pt. 3. Forest Service, Bureau of Land Management, Federal Metal and Non- 

metallic Mine Safety Board of Review, Mining Enforcement and Safety 

Administration, Joint Federal-State Land Use Planning Commission 

for Alaska, Office of Water Resources Research, saline water research. 


1974. i114+904+x1i p. fl + @ Item 1011 
Y¥ 4.Ap 6/1 : In 8/6/975/pt.3 


pt. 5. Testimony of Members of Congress and other individuals and organizations. 
1974. 1+1128+viip.il. + @ Item 1011 
Y 4.Ap 6/1 : In 8/6/975/pt.5 


Department of Transportation and related agencies appropriations for 
1975, hearings before subcommittee 98d Congress, 2d session. 
iL.C, card 74-601514 
pt. 2. Department of Transportation: Secretary of Transportation, United States 
Coast Guard-Related agencies: Civil Aeronautics Board, Interstate Com- 
merce Commission, Washington Metropolitan Area Transit Authority. 
1974. 11+928+vii p. fl. + @Item 1011 
Y 4.Ap 6/1 : T 68/4/975/pt.2 
Departments of Labor and Health, Education, and Welfare appropriations 
for 1975, hearings before subcommittee, 93d Congress, 2d session. 
pt. 2. Department of Health, Education and Welfare: Overview of fiscal year 


1975 budget, testimony of Secretary, special reports. 1974. 11+572+vi 
Pp + @ Item 1011 Y 4 Ap 6/1: L 11/975/pt.2 


pt. & National Institutes of Health. 1974. 11+1316+x1i p. 1. + @ Item 1011 
Y 4.Ap 6/1: L 11/975/pt.4 


pt. 7. Testimony of Members of Congress and other individuals and organizations. 
1974 11+1149+vp. fl. + © Item 1011 Y 4.Ap 6/1: L 11/975/pt.7 
Departments of State, Justice, and Commerce, judiciary, and related 
agencies appropriations for 1975, hearings before subcommittee, 93d 


Congress, 2d session. 


pt. 1. Judiciary, Department of Justice. 1974. hee ss + @ Item 1011 
Yy4. XD 6/1 : St 2/975/pt.1 
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Ocroser 1974 


HUD-space-science-veterans appropriations for 1975, hearings before Sub- 
committee on HUD-Space-Science-Veterans, 98d Congress, 2d session. 

pt. 2. American Battle Monuments Commission, Federal Communications Com- 

mission, Renegotiation Board, Securities and Exchange a U.S. 

Army Memorial Affairs Agency. 1974. +598 +iv . @ Item 1011 

/1: a 81/2/975/pt.2 

pt. 5. Testimony of Members of Congress and ee. literested individuals and 


organizations. 1974. 1i+498+ip.il + e Item 1 
¥ 4.Ap a1: H 81/2/975/pt.5 


Public works for water and power development and Atomic Energy Com- 
mission appropriations, 1975, hearings before subcommittee, 98d Congress, 


2d session. 
L.C. card 74-601362 
pt. 3. ip of Interior: Alaska Power Administration, Bonneville Power 
dministration, Bureau of Reclamation, Secretary of Interior, South- 
eastern Power Administration, Southwestern Power Administration, 
Und nd electric power transmission peveanen : Water Resources 
Coun 1974. ii} 874-4 vil p.iL + @ Item 1011 
Y 4.Ap 6/1: P 96/14/975/pt.3 
pt. 7. Testimony of Members of Congress and other indivinucis and organizations. 
fi+ 1—946a + xvi p. @ Item paw 
Y 4.Ap 6/1: P 96/14/975/pt.7 


Special energy research and development appropriation bill for 1975, hear- 
ings before subcommittee, 98d Congress, 2d session. 
L.C. card 74-601506 
pt. 3. Atomic Energy Commission (Ene R&D), Bonneville Power Administra- 
tion rhe and other el of power a research. 1974. 
1i+798+vi p. il + @ Item 1011 Y¥ 4.Ap 6/1: En 2/pt.3 


Treasury, Postal > abel and general Government appropriations, fiscal 
year 1975, hearings before subcommittee, 98d Congress, 2d ae 


09816 pt.1. Treasury Department. 1974. 11+833+vip.il. + @ Item 1 
Y 4.Ap 6/1: ¥ 71/975 pt. 1 


Armed Services Committee, House 
Washington, DC 20615 


[Paper] 92d Congress. 

Note.—These papers consist largely of hearings. They are paged continuously 
for binding at the end of session of Congress under title “Hearings before Com- 
mittee on Armed Services of the House of Representatives on sundry legislation 
affecting the naval and military establishments.’’ Title page, contents, and index 
are issued for each volume. 

79. Hearings on proper classification and handling of Government information 
involving national security and H.R. 9853, related bill, before Special Sub- 
committee on Intelligence, 92d Congress, session, Mar. 8—May 9, 1972. 
(1972.] 17357-17623+ 353+v Dp. a 6 Item 1012 

4.4r 5/2 a: 971-72/79 


[Paper] 98d Congress. @ Item 1012 
11. Full committee consideration of Committee on Armed Services resolution 
recommending naming of new engineering complex at Naval Academy in 
honor of Vice Adm. Hyman G. Rickover; and H.R. 4682, to provide for 
immediate disposal of certain abaca and sisal cordage fiber now held in 
national stockpile. Apr. 10, 1973. 4 p. + Y 4.Ar 5/2a: 973-74/11 
16. Subcommittee 4, hearings on H.R. 1717, to authorize President to a — 
Vice Adm. Hyman G. Rickover, U.S. Navy retired, to grade of A 
on retired list : H.R. 8528, to provide for increasing amount of interest 
paid on rmanent fund of U.S. Soldiers’ and Airmen’s Home; H.R. 
to amend titles 10 and 37, United States Code, to make permanent certain 
provisions of Dependents Oe ey act of 1950. as amended, and for 
other purposes. June 14, 19 8 p. Y 4.Ar 5/2 a: 973-74/16 
24. Full committee consideration e i. R. 10586, to —— title 10, United States 
nn ob on —~ py 4 to authorise certain aan an mtn at military in- 
stallations, and for other purposes. Dp. 
4 Y¥4.Ar ae a: 9738-~-74/24 
27. Subcommittee 2 hearing on H.R. 10867, to amend sec. 269(d) of title 10, 
United States Code, to authorize voluntary a of Sata reserve 
members who are entitled to retired or retainer pay to Reserve, and 
for other purposes ; 10366, to amend title 10 Gaited tates Code, to 
remove 4-year atietion on additional active duty. that nonregular officer 
of Army or Air Force may be required to perform on completion of traini 
at educational institution. Oct. 4, 19738. 14 p. Y 4.Ar 5/2 a: 973—74/2 
d1. UA, eiktery cometimeets 6 ee "10" Ne ee 
9. ‘on, session ar. 
* Paper, $2.35 Y 4Ar6/2a: ys Taya 
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GOVERNMENT PUBLICATIONS 


District of Columbia Committee, House 
Washington, DC 20515 


09823 Extension of District of Columbia medical and dental manpower act of 
1970, hearings, before Subcommittee on Labor, Social Services, and 
International Community 93d Congress, 2d session, on H.R. 11108, H.R. 
11186, H.R. 11207, and H.R. 11535, Jan. 24, 1974. 1974. vii+220 p. il. 
+ @ Item 1014 
L.C. eard 74-601913 Y 4.D 68/1: M 46/3 


Education and Labor Committee, House 
Washington, DC 20515 


09824 Farm labor contractor registration act amendments of 1973, hearings before 
Subcommittee on Agricultural Labor, 98d Congress, Ist session on H.R. 
7597, May 14 and Nov. 9, 1973. 1973. iv+195 p. + ‘@ Item 1015 
L.C. card 74-601667 Y 4.Ed 8/1: F 22/5 


09825 Oversight hearings on older Americans, pt. 2, hearings before Select Sub- 
committee on Education and Labor, 98d Congress, 1st and 2d sessions on 
investigation of Older Americans act of 1965, to provide grants to States 
for establishment, maintenance, operation, and expansion of low-cost 
meal programs, nutrition training and education programs, opportunity 
for social contacts, and for other purposes, Dec. 3, 1973 and Feb. 13, 1974. 
1974. iii+-84p. + @ Item 1015 
L.C. card 73-602427 Y 4.Ed 8/1: Ol 1/4/973-74/pt.2 

09826 Reports on implementation of vocational education amendments of 1968; 
Nov. 1973. 1973. 2 v., v+iii+1462 p. il. (Committee print; General Sub- 
committee on Education.) # Y 4.Ed 8/1: V 85/3/9738 /v.1-2 


Student financial assistance, hearings before Special Subcommittee on 
Education, 98d Congress, Ist session. 
09827 pt.1. Theory and practice of need analysis, Oct. 15 and Nov. 15, 1973. 1974. 


111+359 p. + @ Item 1015 
L.C. card 74-601705 Y¥ 4.Ed 8/1: St 9/3/973/pt.1 


Foreign Affairs Committee, House 
Washington, DC 20515 


09828 Arms control and disarmament act amendments, hearings, 98d Congress, 
2d session on H.R. 12799, Mar. 5 and 7, 1974. 1974. iii+45p. + © Item 
1017 
L.C. card 74-601145 Y 4.F 76/1: Ar 5/8/974 


09829 Controlling damage, U.S. policy options for Greece, report of study mission 
to Greece, Jan. 18-21, 1974, pursuant to H. Res. 267; Feb. 1974. 1974. 


vii+27 p. (Committee print, 98d Congress, 2d session.) + 
Y4.F 76/1: G81/6 


09830 Interparliamentary union conference, Geneva, Switzerland, report of United 
States Delegation to Council Meeting of Interparliamentary Union held 
Geneva, Switzerland, Oct. 22-26, 1973, pursuant to law (22 U.S.C. 276, 
as amended) ; Jan. 21, 1974. 1974. v+20 p. (Committee print, 98d Con- 
gress, Ist session.) + Y 4.F 76/1 : In 8/52/974 


09831 Means of measuring naval power with special reference to U.S. and Soviet 
activities in Indian Ocean, prepared for Subcommittee on Near East and 
South Asia by Foreign Affairs Division, Congressional Research Service, 
Library of Congress; May 12, 1974. 1974. vii+-16 p. il. (Committee print, 
98d Congress, 2d session.) -+- Y4.F 76/1: N 22 

09832 Political situation in Thailand, hearing before Subcommittee on Asian and 
Pacific Affairs, 98d Congress, Ist session, Oct. 24, 1978. 1974. iii+107 p. 
+ @ Item 1017 
L.C. card 74-601686 Y 4.F 76/1: T 32 


*For Sale by Superintendent of Documents 
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Ocroser 1974 


09833 Problems of protecting civilians under international law in Middle East 
conflict, hearing before Subcommittee on International Organizations 
and Movements, 98d Congress, 2d session, Apr. 4, 1974. 1974. iii+108 p. 
+ ©@ Item1017 
L.C. card 74-602102 Y4.F 76/1: M 58/7 


09834 Survey of activities, 983d Congress, 1st session, Jan. 3—Dec. 22, 1973; [pre- 
pared by John H. Sullivan]. 1974. vii+104 p. (Committee print.) + 
Y¥4.F 76/1: Ac 8/973 


09835 United States Information Agency authorization for fiscal year 1975, hear- 
ings before Subcommittee on State Department Organization and Foreign 
Operations, 98d Congress, 2d session, Apr. 3-22, 1974. 1974. iv+142 p. 
+ @ Item1017 Y4.F 76/1: In 8/2/975 


09836 United States role in opening Suez Canal, hearing before Subcommittee on 
Near East and South Asia, 98d Congress, 2d session, May 8, 1974. 1974. 
v+49 p. il. + @ Item 1017 Y4.F 76/1: Su2 


Government Operations Committee, House 
Washington, DC 20515 


Federal information systems and plans, hearings before Subcommittee, 93d 
Congress, Ist session. 

09837 pt. 3. Implications and issues, Jan. 29—Feb. 5, 1974. 1974. iv+811-1214 p. il. 
* Paper, $3.00. @ Item 1016 

L.C. card 73-602605. Y¥ 4.G 74/7 : In 8/15/pt.3 

09838 Interim report of activities of House Committee on Government Operations, 

98d Congress, Ist session, 1978; Jan. 1974. 1974. v+110 p. (Committee 

print, 98d Congress, 2d session.) + Y 4.G 74/7: Ac 8/3/9738 


Internal Security Committee, House 
Washington, DC 20515 


Hearings on H.R. 6241, Constitutional oath support act, hearings, 98d Con- 


gress, ist session. 
09839 #£pt.1—-A. Apr. 11—May 21, 1973 (including index). 1973. v+323-590+vi p. + 
@ Item 1026 ¥ 4.In 8/15 : Oa 8/pt.1—A 


09840 Statutory authority for FBI’s domestic intelligence activities, analysis, 93d 


Congress, Ist session ; Oct. 3, 1978. 1973. x +-59 p. (Committee print.) + 
Y 4.In 8/15: F 31 


Interstate and Foreign Commerce Committee, House 
Washington, DC 20515 


[Committee publication] serial, 98d Congress. 
09841 68. Legislative oversight of SEC, agency independence and ITT case, hearings 
before Special Subcommittee on Investigations, 93d Congress, 1st session, 
May 21—June 28, 1973. 1973. iv+368 p. + @ Item 1019 
L.C. card 74—-601688 Y 4.In 8/4 : 93-68 


Judiciary Committee, House 
Washington, DC 20515 


09842 Administration of military claims in Europe, report of Subcommittee on 
Claims and Government Relations, 98d Congress, 1st session. 1973. (Com- 
mittee print.) + Y 4.3 89/1: C 52/6 


[Committee publication] serial, 98d Congress. 
09843 32. Equal opportunities or Spanish-speaking people, hearings before Civil Rights 
and Constitutional Rights Subcommittee, 93d Congress, ist session, July 11 
and 19, 1973. 1974. 111+86p. + @ Item 1020 
L.C. card 74-601619 Y¥ 4.J 89/1 : 98-32 
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GOVERNMENT PUBLICATIONS 


Inspection of Federal facilities at Leavenworth Penitentiary and Medical 
Center for Federal Prisoners, report of Subcommittee on Courts, Civil 
Liberties, and Administration of Justice; Jan. 1974. 1974. iii+19 p. 
(Committee print, 98d Congress, 2d session.) + Y¥4.J 89/1: F11 

Statement of information, hearings, 93d Congress, 2d session pursuant 
to H. Res. 803, to investigate whether sufficient grounds exist for House 
to impeach Richard M. Nixon. 
bk. 12. ae of funds, Government expenditures on President Nixon’s 

p rivate Mais ww at San Clemente and Key Biscayne, May—June 1974. 
974. v 187 p.4° * Paper,$2.15 @ Item1 
4.3 / 1:In 3 — 12 


bk. 11. Bombing of Cambotie. May—June 1974 1974. xtt+ 808 pt 4 
$5.45 @ Item 89/1: In S/0E 1i 


Summary of activities of Committee on Judiciary, House, 98d Congress, 1st 


session. 1974. vi+38 p. (Committee print, 98d Congress, 2d session.) + 
Y 4.J 89/1: Ac 8/974 


Merchant Marine and Fisheries Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 98d Congress. 
23. [Environment miscellaneous, pt. 1, hearings before Subcommittee on Fisheries 
and Wildlife Peaservaties . "Environment, on CEQ aateseatien. RA 
1 and se i te eat = Citizens actions suits H.R 
. 8720, Oct. 19, 1973. See ivaod 


5031 
H.R. 7947, 
pi. + r 5, rom 1621 


Post Office and Civil Service Committee, House 
Washington, DC 20515 


[Committee publication] serial, 98d Congress . 

42. Social workers’ services under Federal employees’ health benefits program 
hearing before Subcommittee on Retirement and Employee Benefits, 93d 
Congress, 2d session on H.R. 11544, Feb. 6, 1974. 1974. iii+26 p. + 
@ Item 1022 
L.C. card 74-601608 Y 4.P 84/10: 98-42 

Experience of Federal agencies under program of self-insuring fidelity 
losses pursuant to Public law 92-310; Mar. 26, 1974. 1974. v+5 p. (Com- 

mittee print 18, 98d Congress, 2d session.) + Y 4.P 84/10: F 44 


Federal employee legislation enacted during 92d Congress ; Jan. 1974. 1974. 
iii+12 p. (Committee print no. 18, 98d Congress, 2d session.) + 

Y 4.P 84/10: F 31/3/972 

Federal employee legislation enacted during 98d Congress ; Feb. 1974. 1974. 


iii+5 p. (Committee print no. 15, 98d Congress, 2d session.) + 
Y4.P &/10: F 31/3/973 


4 Summary of activities of Committee on Post Office and Civil Service during 


09855 


98d Congress, Ist session; Jan. 28, 1974. 1974. vii+57 p. (Committee 
print 14, 98d Congress, Ist session.) + Y 4.P 84/10: Ac 8/978 


Summary of observations and recommendations on United States Postal 
Service activities during 1st session of 98d Congress, joint report of Sub- 
committee on Postal Facilities, Mail and Labor Management and Sub- 
committee on Postal Service ; Apr. 2, 1974. 1974. vi+333 p. il. (Committee 
print 98-17, 96d Congress, 2d session.) + Y 4.P 84/10: P 84/48 


Public Works Committee, House 
Washington, DC 20515 


[Committee publication] serial, 988d Congress. 

20. Economic 7 ment programs under jurisdiction of Committee on Public 
Works: _ amendments to Public works and economic development 
act of 1 pt Public works and economic development act of 1965, as 
os a Appalachian regional development act of 1965, as amended ; 


1973. vii+85 p. (Committee print, 93d ae Ss, ist ses- 
= n. 96/11 : 93-20 
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Science and Astronautics Committee, House 
Washington, DC 206515 


[Committee publication] serial, 986d Congress. 
00856 K. Space shuttle, space cap Apete-ta uz test project 1974, otatne. sorert: 93d 
Congress, 2d session. 1974 +784 p. il. (Committee Sind + 
4.Sci 2: 98-2/K 


09857 L. H. 2. Pye Solar heating apg ag! Fgh of 1974, background 
slative pistons’ Subcommtt ee on Snerey, ® ee ov 2d session ; 
Feb. si 74. 1974. 306 p. (Committee print.) 4.Sci 2: 98-2/L 


Veterans’ Laie: & Comanition, House 
m, DC 


09858 Medical research in Veterans’ Administration for year beginning July 1, 
1973 and ending June 30, 1973 (fiscal year 1973); Jan. 25, 1974. 1974. 
xvi+101 p. il. (House committee print 117, pt. 1, 98d Congress, 2d ses- 
sion.) # ¥4.V 64/3: M 46/10/9738 


09859 Recommendations of veterans’ organizations, 1974, hearings 938d Congress, 
2d session, Feb. 27—Mar. 14, 1974, 1974. iv+1975-2114 p. il. + @ Item 


1027 
L.C. card 74-601662 Y 4.V 64/8 : Or 3/2/974 


Ways and Means Committee, House 
Washington, DC 20615 


09860 Annual report of Social Security Administration for fiscal year 1973, sub- 
mitted to Congress by Department of Health, Education, and Welfare 
on Feb. 26, 1974. 1974. v+55 p. il. (Committee print, 98d Congress, 2d 
session.) + Y 4.W 36: So 1/33/9738 


09861 Brief summary of provisions of H.R. 12481, bill to amend internal revenue 
code to previde pension reform as reported to the House by Committee 


on Ways and Means on Feb. 5, 1974. 1974. iii+9 p. + 
Y4.W 36: P 38/6 


09862 Material relating to administration proposal entitled Job security assist- 
ance act of 1974 including letter of transmittal from Secretary of Labor, 
draft bill and explanation and justification furnished by Department 
of Labor on Feb. 18, 1974. 1974. v+33 p. (Committee print, 93d Congress, 
2d session.) + Y 4.W 36: J 57/2 


09863 Summary of testimony on proposed, Emergency windfall profits tax at 
public hearings held by Committee on Ways and Means, Feb. 4-7, 1974, 
prepared by staff of Joint Committee on Internal Revenue Taxation. 
1974. [1] +37 p. (Committee print.) + Y 4.W 36: Em 3/2 


REDUCTION OF repay ox ENDITURES JOINT COMMITTEE 
ashington, DC 20510 


09864 1974 budget scorekeeping report (staff report no. 11) showing status of 
1974 fiscal year Federal budget, cumulative through Dec. 22, 1973 (end 
of session). 1974. iv+46 p. 4° (Joint Committee print, 98d Congress, 
ist session.) ‘# Y 4.R 24/4: B 85/2/974/no.11 


09865 1975 budget scorekeeping report (staff report no. 1) showing status of 1975 
fiscal year Federal budget, as of Apr. 1, 1974 with scorekeeping high- 
lights. 1974. iv+48 p. 4° ‘(Joint Committee print, 98d Congress, 2d 
session.) # Y 4.R 24/4: B 85/2/975/no.1 


SENATE 
Washington, DC 20510 


09866 Journal of Senate, 2d session of 92d Congress, Jan. 18, 1972—[Oct. 18, 1972]. 
[1972.] [1]+1646 p. 4° # @ Item 1047 XJS : 92-2 
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GOVERNMENT PUBLICATIONS 


Senate documents 


Nots.—All Senate documents, entries for which are followed by a +, may be 
obtained from the Senate documents room or from the issuing office. 


Senate documents, 98d Congress. 
00867 55. wears rediscovers itself, Republic report of Hugh Scott; Dec. 21, 1973. 
1973. [1]+21 p. + @ Item 996 
09868 57. Judgments rendered by Court of Claims, letter from Clerk of Court of Claims, 
transmitting pursuant to law, statement of all judgments rendered by Court 
of Claims for year ended Sept. 30, 1973; Jan. 21, 1974. 1974. [3] +23 p. 
+ @ Item 996 
09869 58. Report of Secretary of Senate from July 1—Dec. 31, 1973; Feb. 27, 1974. 1973 
— 1974]. iv+836 p. + (Teo be sent to depository libraries in serial 
set binding) 
09870 62. Disclosure of corporate ownership, fewest by Subcommittees on Intergov- 
ernmental Relations and Budgeting, Management, and Expenditures of 
Committee on Government Operations, Senate ; Mar. 4, 1974. 1974. xiv+419 
Bi fl. 4° * Paper, $4.05 (To be sent to depository itbraries in serial set 
inding.} (S/N 5271-00393). 
09871 66. Supplemental budget requests for Legislative branch, communication from 
esident of United States; Mar. 19, 1974. 1974. [1]+6 p. + @ Item 


996 

09872 67. Supplemental appropriation for flood control, Mississippi River, communica- 
fon from President of United States transmitting proposed supplemental 
appropriation ; Mar. 26, 1974. 1974. [3] p. + @ Item 996 

09873 72. Propo supplemental and indefinite appropriation for fiscal years 1973 and 
1974, communication from President of United States ; Apr. 10, 1974. 1974. 
{1]+2p. + @ Item 996 

09874 Fe, — emental budget request for Senate, communication from President of 
Jnited States ; Apr. 24, 1974. 1974. [1]+1p. + @ Item 996 

09875 78. Request for eee funds from Joint Committee on Judicial Administra- 
tion in District of Columbia, communication from President of United 
States; Apr. 25, 1974. 1974. [1]+10p. + ©@ Item 996 

09876 80. Proposing amendments to fiscal year 1975 budget for Senate, communication 
from President of United States. May 1,1974.2p. + @ Item 906 

09877 85. Amendment to 1975 budget for Supreme Court communication from President 
of United States. June 10,1974.2p. + @ Item 996 





Senate executive documents 


Senate executive documents, 93d Congress, 2d session. 


09878 C. Protocols for extension of international wheat agreement. 1971, message from 
President transmitting protocols, open for signature in Washington, D.C. 
Apr. 2—Apr. 22, 1974; May 14, 1974, 1974. vi+9p. # ¥1.93/2:C 


Senate reports 


Besn—tee titles of bills which these reports accompany, see Congressional record 

naex. 

Senate reports on public bills, 98d Congress. + Senate Documents Room, 
Capitol. @ Item 1008—A 


09879 577 Southeastern University of Young Men’s Christian Association of 
District of Columbia. Report from Committee on Judiciary to 


accompany S. 389. Noy. 27, 19738. 3 p. 

09880 631. Amending Flood control act of 1988. Report from Committee on Public 
Works to accompany 8S. 1961. Dec. 14, 1973. 2 p. 

09881 633. Offshore shrimp fisheries act of 1973. Report from Committee on 
Commerce to accompany H.R. 8529. Dec. 14, 1973. 18 p. 

09882 660. Providing for establishment of Lyndon Baines Johnson Memorial 


Grove on Potomac. Report from Committee on Rules and Adminis- 
tration to accompany 8.J. Res. 178. Dec. 20, 1973. 2 p. 

0988s 662. Restrictions on military assistance to Greece. Report from Committee 
on Foreign Relations to accompany S. 2754. Dec. 20, 1973. 5 p. 

09884 683, pt. 1. Twenty-third annnal report of activities of Joint Committee on Defense 
Production. with material on mobilization from departments and 
agencies, pt. 1: Feb. 7. 1974. 1974. xv +576 p. fl. 4 tab. (To be sent 
to depository libraries in Serial set binding.) 

09885 683, pt. 2. Twenty-third annual report of activities of Joint Committee on Defense 
Production, with material on mobilization from departments and 
agencies, pt. 2: Feb. 7. 1974. 1974. xv +577-1191 p. il. (To be sent 
to devository libraries in Serial set binding.) 

09886 725. Authorizing Secretary of Interior to sell mineral rights in certain lands 
located in Utah to record owner thereof. Report from Committee on 
Interior and Insular Affairs to accompany S. 265. Mar. 5. 1974. 4 p. 

O9R87 754. Supplemental authorization of appropriations for Department of State 
for fiscal year 1974. Report from Committee on Foreign Relations to 
accompany H.R. 12466. Mar. 27, 1974. 8 p. 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
Page 16 #Not Available for Sale or Distribution 
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Transferring functions of Clerk of United States District Court for 

District of Canal Zone with —— to issuance and recording of 

lHieenses and related ac — to Civil Affairs Director of 

Canal Zone Government. st ort from Committee on Judiciary to ac- 
company 8. 2348. Mar. 27 4. 5 p. 

Lyndon B. Johnson Civilian Conservation Co Center and Lyndon B. 
Johnson National Grasslands. oes from Committee on Agriculture 
and Forestry to accompany 8. Mar. 27, 1974. 3 p. 

Fair labor standards amendments of 1974. Conference report to accom- 
pany 8S. 2747. Mar. 28, 1974. 30 p 

Urgent supplemental appro saatiion for Veterans’ —— a Re- 

rt from Committee on Appropriations to accompany H.J. Res. 941. 
— st 1974. 2p 
man temanete bone statistics, and medical libraries act of 
more. Geport together th additional views from Co: — on 
Public Weltare to accompany H.R. 11385. Apr. 1, 1974. 


oanaee allotments from pay of members of aay | omy S — 


up life insurance premiums and for os pu 
mmittee on Armed So y-ray ~ AL ere ety ip. 


Coast Guard omnibus. Report o . rea Committe on Commerce on 
H.R. 9293; Apr. 4, i974. 1974. {1} +14 

Authorizing appropriations for carrying an provisions of international 
economic policy act of 1972. Report from Committee on Banking, 
Housing, and Urban Affairs to accompany S. 2986. Apr. 9, 1974. 2 p. 

Environmental education amendments of 1974. Report from Committee 
on Labor and Public Welfare to accompany S. 1647. Apr. 9, 1974. 8 p. 

Disaster relief act amendments of 1974. Report of Committee on Public 
Works to accompany 8. 3062 ; Apr. 9, 1974. 1974. ili+ 21 p. 

Americans missing in Southeast Asia. Report from Committee on 
Foreign Relations te accompany 8. Con. Res. 81. Apr. 9, 1974. 6 p. 

Indemnification for loss or damage to exhibition of archeological 
finds of People’s Republic of China. Report from Committee on 
Foreign Relations to accompany 8. 83804. Apr. 9, 1974 6 p. 

Immigration and naturalization, report of Committee on Judiciary made 
Subcommittee on Immigration and Naturalization, pursuant to 8. 
Res. 56, 98d Congress, 1st session ; Apr. 24, 1974. 1974. 11+5p. 

Consumer Protection Agency act. Report together with minority, 
supplemental, and additional views of Committee on Commerce on 
8S. 707 ; Apr. 25, 1974. 1974. 1ii-+ 70 p. 

Commodity distribution, food stamp, and special milk programs. Report 
from Committee on Agriculture and Forestry to accompany 8. 3458. 
May 8, 1974. 23 p. 

Developments in aging, 1973 and Jan.—Mar. 1974. Report together 
with minority views of Special Committee on Aging pursuant to 
S. Res. 51, Feb. 22, 1973; May 18, 1974. 1974. xxii+401 p. (To be 
sent to depository libraries in serial set binding.) 

Tax on bows and arrows. Report from Committee on Commerce to 
accompany H.R. 10972 ; May 15, 1974. 1974. [1] +6p. 

National resource lands management act. Report of Committee on 
Interior and Insular Affairs to accompany 8. 424; May 23, 1974. 
1974. i1i+170 p. 

Increase of temporary limit on public debt. Report from Committee on 
Finance to accompany H.R. 14882. June 13, 1974. 21 p. 


Aeronautical and Space Sciences Committee, Senate 
Washington DC 20510 


NASA authorization for fiscal year 1975, 98d Congress, 2d session, on 


8. 2955. 


pt. 1. Feb. 5-28, 1974. 1974. ix+1-528 p.il. +  @ Item 1082-A 
¥ 4.Ae 8: N 21 a/975/pt.1 


Agriculture and Forestry Committee, Senate 
Washington, DC 20610 * 


09908 Agriculture, rural development, and use of land, series of papers compiled 
by Subcommittee on Rural Development ; Apr. 16, 1974. 1974. x+-256 p. il. 
(Committee print, 98d Congress, 2d session.) * Paper, $2.05 (S/N 5270- 


02878). 
L.C. card 74-602085 Y 4.Ag 8/2: R 88/80 


@For Sale by National Technical Information Service, 
Sp VA 22151 
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Appropriations Committee, Senate 
Washington, DC 20610 


Second supplemental appropriations for fiscal year 1974, hearings, 93d 
Congress, 2d session on H.R. 14013. 


09909 pt. 1. Feb. 25—Mar. 20, 1974. 1974. ph chgiietieaes Abess. rey 2/pt.1 
Ap : Ap —2/pt. 


Armed Services Consntsécn, Senate 
Washington, DC 


09910 Policy, troops, and NATO alliance, report of Sam Nunn; Apr. 2, 1974. 1974. 
v+14 p. (Committee print, 98d Congress, 2d session. ) 
L.C. card 74-601441 Y¥4.Ar5/8:N81/3 


Banking, Housing, and Urban Affairs Committee, Senate 
Washington, DC 20510 


Summary of activities, 1973, report of Committee on Banking, Housing and 
Urban Affairs; Dec. 1973. 1974. viii+117 p. (Committee print, 98d Con- 
gress, Ist session.) + Y 4.B 22/8: Ac 8/973 


Commerce Committee, Senate 
Washington, DC 20510 


09912 Class action study; June 1974. 1974. iii+34 p. (Committee print, 98d Con- 
gress, 2d session.) * Paper, 40c. 
L.C. card 74-602046 Y4.C 78/2: C 56 


[Committee publication] serial, 92d Congress. 
98. Effects of organized criminal activity on interstate and foreign commerce, 
hearings, 92d Congress, 2d session, pt. 2, June 6-29, 1972. 1973. [published 

1974]. v+ 275-870 p. ll. + @ Item 1041 
L.C. card 73-601198 Y¥ 4.C 73/2 : 92-98/pt.2 


{Committee publication] serial 98d Congress. 

56. Resource conservation and recycling, hearings before Subcommittee on En- 
vironment, pt. 2, 93d Congress, ist session on S. 1122, S. 1593, S. 1816, 
8S. 1879 and 8S. 2753, Dec. 12—14, 1973. 1974. iv+595-860 p. + © Item 
1041 
L.C. card 74-601127 Y 4.C 73/2 : 93—-56/pt.2 

. Truth-in-housing act, ——_ before Consumer Subcommittee, 93d Congress, 
1st session on 8. 2028, . 4 and 5, 1978. 1974 1114146 p. + ©@ Item 


1041 
L.C. card 74—601217 Y 4.C 78/2 : 98-60 
. Consumer energy act of 1974, pt. 1, hearings, 98d Congress, ist session; on 
8. Con. Res. 31 [and other bills], Oct. 10-24, 1973. 1973. iv-+ 1-454 p. il. 
* Paper, $3.30 (S/N 5270-02273). @ Item 1041 
L.C. card 74-601351 Y 4.C 73/2 : 98-63/pt.1 
3. Consumer energy act of 1974, pt. 2, hearings, 93d Congress, ist session, on 
8S. Con. Res. 31 [and other bills], Oct. 25—Nov. 7 and 8, 1973. 1973. [pub- 
lished 1974]. iv+455-899 p. il. * Paper, $3.26 (S/N 5270-002274). 
@ Item 1041 
L.C. card 74-6013851 Y 4.C 73/2 : 98-63/pt.2 
. Oversight hearings on DC-10 aircraft. hearings before Subcommittee on 
Aviation, 93d Congress, 2d session, Mar. 26 and 27, 1974. 1974. iv+208 
p. i. + @ Item 1041 Y¥ 4.C 78/2 : 938-66 
. Overview of Federal Communications Commission, hearings before Sub- 
committee on Communications, 98d Congress, 2d session, Mar. 26-27, 1974. 
1974. 1i4+164p.il + @ Item 1041 
L.C. card 74-602100 ¥ 4.C 73/2 : 93-70 
. Bnergy transportation security act of 1974, hearings before Subcommittee on 
Merchant Marine, 93d Congress, 2d session on 8S. 2089 and H.R. 8193, 
May 20-30, 1974. 1974. v+701 p. il. + @ Item 1041 
Y4C 73/2: 93-81 


09921 Development of oil and gas on Continental Shelf, pursuant to 8S. Res. 222 


national ocean policy study. 1974. vii+12 p. (Committee print, 98d Con- 
gress, 2d session.) # Y 4.0 73/2: O15 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
#Not Available for Sale or Distribution 
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District of Columbia  Commitios, Senate 
Washington, DC 2051 


Legislative history of District of Columbia self-government and govern- 
mental reorganization act, S. 1435 (Public law 93-198). 


09922 pt. 2. 1974. 861-2063 p. (Companies print, 93d Congress, is rie * Pape 
$8.90 (S/N 5270-02328). 4.D 63/2: Se 4/pt3 


Finance Committes, Senate 
Washington, DC 2051 


09923 Administration health proposal, hearing, 98d Congress, 2d session, Jan. 31, 
1974. 1974. iii+37 p. + @ Item 1088 
L.C. card 74-601948 Y4.F 49: H 34/5 


09924 Executive branch organization for international economic policy, material 
submitted by Secretary of Treasury, prepared by Council on Interna- 
tional Economic Policy (CIEP) and Office of Management and Budget 
(OMB), in response to Committee on Finance request. 1974. v+9 p. 
(Committee print, 98d Congress, 2d session.) + Y 4.F 49: In 85/2 


09925 Four hundred ninety-five billion dollar debt limit, hearing, 98d Congress, 
2d session, on H.R. 14832, June 12, 1974. 1974.iv+68 p. + @ Item 1088 
L.C. card 74-601980 Y 4.F 49: D 35/6/974 


09926 Memorandum in support of Government’s motion for summary judgment 
concerning constitutionality of professional standards review legislation ; 
Jan. 24, 1974. 1974. ii+[2]+44 p. (Committee print, 98d Congress, 2d 
session.) + Y4.F 49: P94/3 


09927 Nominations of William E. Simon and David R. MacDonald, hearing, 98d 
Congress, 2d session on nomination of William E. Simon, of New Jersey, 
to be Secretary of Treasury, and David R. MacDonald, of Illinois, to be 
assistant Secretary of Treasury for Enforcement, Tariff and Trade Af- 
fairs, and Operations, Apr. 24, 1974. 1974. vi+54p. + @ Item 1088 
L.C. card 74-601590 Y4.F 49: Si5 


Foreign Relations Committee, Senate 
Washington, DC 20510 


09928 Legislative history, of Committee on Foreign Relations, 88th-90th Con- 
gress, Jan. 9, 1963—Oct. 14, 1968; Jan. 1974. 1974. viii+183 p. (Committee 
print, 98d Congress, 2d session.) + Y 4.F 76/2: L 52/2/963-68 


09929 Middle East between war and peace, Nov.—Dec. 1973, staff report prepared 
for use of Subcommittee on Near Eastern Affairs; nee , 1974. 1974. 
v+50 p. (Committee print, 98d Congress, 2d session. ) 

Y4F 16/2: M 58/8/9738 


Government Operations Committee, Senate 
Washington, DC 20510 


Current energy shortages oversight series, hearings before Permanent Sub- 
committee on Investigations, 98d Congress, 2d session, pursuant to sec. 4, 

S. Res. 269, 98d Congress. 
09930 pt. 6. =yer Panel-urban impact, Mar. 6, 1974. re. a 786 p. iL 
Paper, $1.10 @ Item 1037 74/6: En 2/pt.6 
09931 pt. 8. Cutoff of petroleum Products to U.S. military forces, _~- 4 22, 1974. 1974. 
ifi+ 881-984 p. Paper, $1.15 @ Item 1037 Y .G 74/6: En 2/pt.8 
09932 Executive privilege, secrecy in Government, freedom of information, hear- 
ings before Subcommittee on Intergovernmental Relations of Committee 
on Government Operations and Subcommittee on Separation of Powers 
and Administrative Practice and Procedures of Committee on Judiciary, 
98d Congress, Ist session on S. 858 [and other bills], v. 3, Appendix, 
Apr. 10-June 26, 1973. 1973. vi+620 p. * Paper, $4.00 @ Item 1037 

& 1042 

L.C. card 73602897 Y 4.G 74/6: Ex 3/4/v.3 


@For Sale by National Technical Information Service, 
Spri VA 22151 
@Sent to Depository Libraries Page 19 
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Extract from Report of Commission on Government Procurement: v. 2 
pt. C, Acquisition of major systems, Dec. 1972; Mar. 1974. 1974. viii+170 
p. il. 1 pl. (Committee print.) + Y 4.G 74/6: G 74/2/v.2/pt.C 


Government in sunshine, responses to subcommittee questionnaire, sub- 
mitted by Subcommittee on Reorganization, Research, and International 
Organizations, pursuant to sec. 6 of 8. Res. 46, 98d Congress, on S. 260; 
Dec. 1973. 1974. x +128 p. (Committee print, 98d Congress, 1st session. ) 
+ Y 4.G 74/6: G 74/3 


Materials shortages, selected readings on energy self-sufficiency and con- 
trolled materials plan, prepared for Permanent Subcommittee on In- 
vestigations, by Environmental Policy Division, Congressional Research 
Service, Library of Congress. [compiled by Frances A. Gulick]; Aug. 
1974. 1974. v+256 p. (Committee print, 98d Congress, 2d session.) 
* Paper, $2.10 
L.C. card 74-602461 Y 4.G 74/6: En 2/7 


More effective public service, Ist report to President and Congress by 
Advisory Council on Intergovernmental Personnel Policy, Jan. 1973, 
Subcommittee on Intergovernmental Relations; Mar. 1974 [with list of 
publications]. 1974. viii+93 p. (Committee print, 938d Congress, 2d 
session.) + Y 4.G 74/6: P 96/3 


Interior and Insular Affairs Committee, Senate 
Washington, DC 2051 


[Committee publication] serial, 98d Congress. 
09937 32. Ol ps rollback legislation, hearings pursuant to 8S. Res. 45, National fuels 
and energy policy study, 93d Congress, 2d session on S. a | Jan. 31—Feb. 2, 
1974. 1974. v+409 p. ll. + @ Item 1040 4.In 8/13: 93-32 
09938 34. Ener; nye act, pt. 1, hearings pursuant to S. Res. S. national yy 
and ene y gtady, 934 Congress, 2d session on 8S. 2782, Feb. 5 and 6 


1974. 19 rf v+ oa + @ Item 1040 
L.C. card 74-6015 Y 4.In 8/13 : 93-34/pt.1 


09939 #45. Electric utility policy cepuce, printed pursuant to S. Res. 45, national fuels 


and energy policy study. 1 v+155 p. (Committee print, 93d Congress, 
2d session.) +; 
L.C. card 7 354 Y 4.In 8/13 : 93-45 


Judiciary Committee, Senate 
Washington, DC 20510 


Congressional oversight of administrative agencies, hearings before Sub- 
committee on Separation of Powers, 98d Congress, Ist session: v. 1, Cost 
of Living Council, Oct. 9 and 10, 1974. 1974. vi+536 p. il. * Paper, $3.80 
@ Item 1042 
L.C. card 78-608409 Y¥ 4.J 89/2: C 82/2/v.1 


Executive privilege, secrecy in Government, freedom of information, hear- 
ings, see Government Operations Committee, Senate. 


Internal security manual revised to July 1978. 


v. 2. Provisions of Federal statutes, Executive orders, and con sional resolu- 
tions relating to internal security of United States (revision of S. doc. 126, 
86th Con 2d session), prepared at request of Subcommittee to Inves- 
tigate Administration of In armel Da a Act and Other Internal Secu- 
rity Laws; by American Law n, Congressional Research Service, 
Li “4 of Congress. 1974. ii }oar-i0ir7 p. (Committee print, 93d Con- 

nw > * Paper, $3.50 


et card 74-6018 ¥ 4.J 89/2: In 8/15/v.2 
Psychotropic substances act of 1973, hearing before Subcommittee to Inves- 
tigate Juvenile Delinquency, 98d Congress, 2d session, pursuant to S. Res. 
56, sec. 12; Feb. 25, 1974. 1974. vii+548 p. il. * Paper, $3.85 (S/N 5270- 
02374). @ Item 1042 
L.C. card 74-602017 Y 4.3 89/2: P 95/3 


*For Sale by vey of Dosmpente 
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Reform of Federal criminal laws, hearing before Subcommittee on Crim- 
inal Laws and Procedures, 93d Congress, Ist session, on S. 1 — S. 1400. 

09944 = pt. 9. Joy yt 36-64 t. 27, 1972. 1974. iv+6479-6803 p. + @ Item 
77-612341 ¥4.J 89/2: or 86/12/pt. 9 
09945 Soviet disarmament propaganda and strange case of Marshal Grechko, staff 
study ; prepared for Subcommittee to Investigate the Administration of 
the Internal Security Act and Other Internal Security Laws. 1974. iii 
+108+-vii p. (Committee print, 98d Congress, 2d session.) * Paper, 
$1.15 (S/N 5270-02301). Y¥ 4.3 89/2: So 8/22 


Labor and Public Welfare Committee, Senate 
Washington, DC 20510 


09946 Fair labor standards amendments of 1974 (P.L. 98-259) showing changes 
made in Fair labor standards act of 1938, as amended; Portal to portal 
pay act of 1947; and Age discrimination in employment act of 1967; 
Apr. 1974, prepared for Subcommittee on Labor. 1974. v+85 p. (Com- 
mittee print, 98d Congress, 2d session.) + Y¥4.L 11/2: F 15/8/974 


09947 Health maintenance organization act of 1973, S. 14 (explanation of act 
and text of Public law 93-222), prepared for Subcommittee on Health; 
Feb. 1974. 1974. viii+-72 p. il. (Committee print, 98d Congress, 2d ses- 
sion.) + Y 4.L 11/2: H 34/36 


09948 Hemophilia act of 1973, bearing before Subcommittee on Health, 98d Con- 
gress, Ist session, on S. 1326; Nov. 15, 1973. 1974. iv+81 p. + @ Item 
1043 
L.C. card 74-601933 Y4.L11/2: H 37 


09949 Legislative history of joint labor-management trust funds for legal services, 
P.L. 93-95, S. 1423, prepared by Subcommittee on Labor; Jan. 1974. 

1974. v+151 p. (Committee print, 98d Congress, 2d session.) ‘+ 
Y 4.L11/2: L 52/6 


09950 Legislative history of Railway labor act, as amended (1926-66); Jan. 
1974. 1974. v+1381 p. (Committee print, 98d Congress, 2d session.) + 
Y 4.L 11/2: R 18/18/926-66 


09951 Solar home heating and cooling demonstration act, 1974, hearings before 
Special Subcommittee on National Science Foundation, 93d Congress, 
2d session on S. 2650 [and] H.R. 11864, March 27, 1974. 1974. iv+343 
p.il. + ‘@ Item 1043 Y¥4.L 11/2: 804/2 


09952 Summary of legislative activities of Senate Committee on Labor and 
Public Welfare in 1st session, 98d Congress ; Feb. 1974. [1974.] viii+57 p. 
(Committee print, 98d Congress, 2d session.) + Y4.L11/2:L 52/973 


09953 Uniform alcoholism and intoxication treatment act drafted by National 
Conference of Commissioners on Uniform State Laws and by it approved 
and recommended for enactment in all States (with prefactory note and 
comments), prepared for Subcommittee on Alcoholism and Narcotics ; 
Oct. 19738. 1973. v+48 p. (Committee print, 93d Congress, ist ses- 
sion.) + Y4.L11/2: Al 1/7/9738 


National Emergency, Special Committee on Termination of, Senate 
Washington, DC 20510 


09954 Review and manner of investing mandate pursuant to S. Res. 9, 93d Con- 
gress, working paper; Mar. 1973. 1973. iii+25 p. (Committee print, 93d 
Congress, ist session.) + Y 4.N 21/9: M 31 


Nutrition and Human Needs, Select Committee on, Senate 
Washington, DC 20510 


Federal food programs, 1973, hearings, 93d Congress, 2d session. 


09955 pt.6 A. wat to an Jan. 22 and 23, 1974. 1974.. 111+ 823-941 p. Il. 
(Series 74/FFP 6A.) * Paper, $1.20 @ = 
L.C. card 73—602183 N 95: F 73/2/pt.6 A 
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National nutrition policy, working paper. 

09956 National — vey Ph ay ag prepared by Freeman H. Quimby and 
Cynthia B. Chapman 1974. 1974. vii+101 p. commen 7 print, 93d Con- 

gress, 2d session.) * Pager, $1.10 4.N 95: N 95/11 

09957 Nutrition and consumer; prepared by Freeman H. Quimby and Upathte B. Chap- 
man; Moy 1974. 1974. Hit 63 p. (Committee print, 93d Cm 1 session. ) 

* Paper, 70c. Y4.N95:N 95/7 

09958 Nutrition ‘and consumer, II [with list of seen) ; prepared by Panel on Nutri- 
tion and Consumer; June 1974. 1974. vi+208 p. il. ioe print, 93d 

Congress, 2d session. ) ad re pd $1.70 4.N 95 : N 95/7/pt.2 

09959 Nutrition and health ; prepared by Freeman H. Quimby and Gyathia B. Chapman: 
May 1974. 1974. vii +132 p. il. (Committee “a 92d Congress, 2d session.) 

* Paper, $1.30 St a N 95/10 

09960 Nutrition and international situation ; prene Freeman Quimby and 
Cynthia B. Chapman; May 1974. 4. 197 ase. 4 il. (Committee print, 93d 

Congress, 24 session.) * Paper, Y4.N95:N 95/5 

09961 Selected papers on nutrition A and programs; compiled by Emma M. 
lacken ; June 1974. 1974. v+16 p. (Committee print, 93d val 2d ses- 

sion.) * Paper, 30c. 95 :'N 95/14 
09962 Selected papers on technology, agriculture advances and eee compiled by 
Bmma M. Blacken ; June 1974. 1974. v+89 p. (Committee print. 93d Congress. 
2d session.) * Paper, 90c. Y4.N 95: N 95/13 


Public Works Committee, Senate 
Washington, DC 20510 


[Committee publication] serial, 98d Congress. 
H-—29. Implementation of transportation controls, pt. 2, hearing before Subcom- 
mittee on Environmental Pollution, 93d Congress, 2d session, Mar. 15, 
1974. 1974. iv+510 p. [Hearings held in Los Aageles, Calif.] + 
. @ Item 1045 Y 4.P 96/10: 93—H 29/pt.2 
H-40. Pending water resource projects, hearings before Subcommittee on Water 
Resources, 93d Congress, 2d session. on 8S. 2668. 8. 3141, [and] S. 3262, 
Apr. 24-25, 1974. a iv+133 p.il + © Item 1045 
L.C. card 74-601931 Y 4.P 96/10: yy 40 
17. Special bridge replacement program, 3d annual report to Congress of De 
partment of Transportation in accordance with title 23, sec. 144, U.S. 


Code ; Dec. 1973. 1973. ili+16+ [7] p. 4° (Committee print.) + 
Y 4.P 96/10 : 93-17 


Rules and Administration Committee, Senate 
Washington, DC 20510 


09966 Expenditure authorizations for Senate committees, pt. 1, statutory provi- 
sions, procedures, and regulations, pt. 2, funds authorized for Senate 
committees 88d—93d Congress, Ist session; Jan. 3, 1974. 1974. vi+-87 p. 4° 
(Committee print, 98d Congress, 1st session.) + 

Y 4.R 86/2: Ex 7/2/pt.1,2 


Veterans’ Affairs Commitioe, Senate 
Washington, DC 


09967 Annual report of American Battle Monument Commission, fiscal year 1973; 
Feb. 28, 1974. 1974. xi+108 p. il. (Senate committee print 28, 98d Con- 
gress, 2d session.) + Y 4.V 64/4: Am 3/973 


09968 State veterans’ law, digests of State laws regarding rights, benefits and 
privileges of Veterans and their dependents, revised to Jan. 1, 1974; 
Feb. 1, 1974. 1974. iii+297 p. (Senate committee print 29: 98d Congress, 
2d session.) + Y 4.V 64/4: L 44/974 


Veterans’ Administration Board of Veterans Appeals, 40th anniversary. 
1983-73; July 27, 1973. 1973. ii+26 p. 1 pl. (Committee print 13, 93d 
Congress, ist session.) + Y4.V 64/4: V 64/2 


DEFENSE CIVIL PREPAREDNESS AGENCY, Defense Dept. 
Washington, DC 20301 


Technical report TR (series). 
81. Environmental hazards and systems schools: [prepared by School Planning 
Laboratory, University of Tennessee]. [1 974.7. Gaver title, 24 p. il 4° 


[Prepared in cooperation with United States Office of Education. ] pie 9:81 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
#Not Available for Sle or Distribution 
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DEFENSE DEPARTMENT 
Washington, DC 20301 


Federal item identification guide FIIG (series). (Defense Supply Agency, 
Defense Logistics Services Center, Battle Creek, Mich.) [Issued with 
perforations. } 

A306. Adapters, hoisting, aircraft jacking oper is ——, mooring, a tow- 
3 and aircraft floor tie down, 1, Change 2. Nov. 1973. 

40] P. il. 4¢ * Paper, 65c. ‘@ Item S14ck D7.6/4: a 1/ch.2 

A322. Electrone circuitry devices, May 28, 1971, Change 2. Nov. 30, 1973. [40] 
p. * Paper, 65c. @ Item 314-A D 7.6/4 : Bl 2/15/ch.2 

T329. ciining and polishing compounds, [ Mar. 26 1971.] [Reprint Apr. 19, 
1974.] [1974.] [45] p. 4° (INTERIM.) * Paper, =. yt te —A 

Se 

T353. Transmission chain, May 14, 1971, Change 2. Jan. 4, 1974. [i568] » 

{INTERIM.) * Paper, $1. 80. e Item 314-A D7.6/4:T ay2/cn-2 


Handbook H (series). 

8-1. Nongovernment organization codes for military standard contract adminis- 
tration procedures (MILSCAP), United States and Canada, name to code ; 
prepa by Directorate of Item Identification. Oct. 1973. [2] +xi+280 
+1260 p. 4° ({Army Department Supply bulletin SB 708-81, General 
Services ‘aaministnation GSA-FSS H 8-1 , Caeenee Supply Agency, De- 
fense Logistics Services Center, Battle Creek h.) [Issued with perfo- 
rations. Supersedes SB 708-81 July 1972, aie 7 80 12, Aug./ 
Sept. 1973 supp.] + Defen gistics Services — 50 North Wash- 
ington St., Battle Creek, MI 49016 @ Item 314- 7.6/2: 8-1/4 


DOMESTIC AND INTERNATIONAL BUSINESS ADMINISTRATION 
Commerce Dept., Washington, DC 20230 


Overseas business reports OBR (series). [Issued irregularly.] * Paper, 
$28.50 a yr., add $7.25 for foreign mailing; single copy 30c. (1-3 yr. 
subs. ). 


09976 74-05. Marketing in Spain; prepared b TV Europe Division, Office of Inter- 
national Marketing. May 1974. p. 4° [Issued with erforations. ] 
@ Item 231-B 57.11 : 74-05 
09977 74—08. Five year a? summary, Bast Germany ; prepared by Michael Hutchinson. 
May 19 7 p. 4° {Office of East-West Trade Development, Bureau of 


East-West Trade.) [Issued with perforations.] @ Item 231-B 
C 57.11 : 74-08 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 
Washington, DC 20202 


EPDA higher education personnel training 1972-73, institutes, short-term 
training programs (Part E, Education professions development act, P.L. 
90-35.). [1973.] [4]+28 p. 4° ({DHEW publication (OE) 72-108]: 
Bureau of Higher Education.) # HE 5.92/11 : 972-73 


Time for responsibility [address] by S. P. Marland, jr., Assistant Secre- 
tary for Education, Department of Health, Education, and Welfare. 
[1972.] 13 leaves 4° [Address given before Joint Conference of Florida 
Schooi Boards Association, District Superintendents Association, and 
School Board Attorneys, Miami Beach, Fia., Dec. 7, 1972.] + 

HE 5.8: M 34/62 


ENGINEERS CORPS (Army), Defense Dept. 


Note.—Orders or requests for publications listed below which are not sold by the 
Superintendent of Documents should be sent to the preparing and issuing office 
indicated. Address uests to the U.S. Army Corps of Engineers and add the cit 
and state shown. Publications shown as initiated and issued by the Chief of En 
neers should be sent to: Office of the Chief of Engineers, Publications Depot, 890 
Pickett Street, Alexandria, VA 22304. 


Coastal Engineering Research Center: Technical memorandum. 


09980 41. Ecological monitoring of beach erosion control projects, Broward County, Fila. 
— adjacent areas [with list of literature cited ; by] Walter R. Courtenay, 

{and others]. Feb. 1974. cover title, 2]+88+ [3 Pi il. 4° [Contract 
SACW72-71-C-0004 : DACW72-71-C —X-02; DACW72-71-—C-0004— 

X-—03. Several pages are left blank for notes.] @(Price upon Fgrrrr yy 


@For Sale by eo ere: Information Service, 
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GOVERNMENT PUBLICATIONS 


Cold Regions Research and Engineering Laboratory, Hanover N. H.: 
Research report. 
317. Adhesion of ice frozen from dilute electrolyte solutions ie ary of jee ge 


cited; by] H. H. G. Jellinek. Mar. 1974 ii+9 
U.S. Army Materiel Command, DA project 1 j1ozws2a.} 5 5:8 
/ 17 


Cold Regions Research and Engineering Laboratory, Ea N. EL: 
Technical report. 

248. Application of electrical energy to culvert icing problems, yo stud 

with list of literature cited; by] David A. Gaskin and nM 

Stanley. Mar. 1974. cover title, "vi+44 4° [Prepared in pamem Ao 

with State of Alaska, De artment of TRA ae and U.S. Department of 

Transportation, Federal Highway Administration.] # D 103.33 : 248 


Construction Pngineering Research Laboratory, Champaign, Ill.: Interim 
report. 

M-32. Metallic shear =e for BMD a support systems [with list of ref- 

Me by R. Quattrone, Merritt. Aug. 1973. cover title, v+26 

pt . 4° D 103. 53/5: M-32 

S-24. Stiffness matrix reduction for large structural systems using Cholesky 

decomposition [with list of references]; by Gordon Holze. Oct. 1973. 

cover title, iv+24 p. il. 4° (Shipping containers as structural sys- 

tems.) # D 103.58/5 : 8-24 


Construction Engineering Research Laboratory, Champaign, Ill. : Technical 
report. 

D-17. Employee-attitude and office environment analyses for development of 
human and architectural uirements for Buffalo District Office, Buf- 
falo, N.Y. ; by Wes Gibbs, jr. Feb. 1974. cover title, 99 p. il. 4° (Buffalo 
Office study pt. 1.) [Measurement techniques to determine a 
satisfaction of human needs in military facility.) ty upo 
application). 103.53 : Dei7 

E-23. a! Bae ae engineering source evaluation of a oxidation lant 

0, Holston Army Ammunition Plant, ngsport, bwith 
bibwographies ; by Roy V. Carter, Kathy Conley. Jan. TMT. ioe 
title, 13 p. il. 4° @(Price upon application). D 103.53 : E-28 
M-—79. Systematic str te hae of eens oan for rock [with list of cited 
references] ; Segue’ E. Aufmuth. Apr. 1974. cover title, 46 p. il. 4° 
@ (Price Aa application). D 168.53 : M—79 


Freeport Harbor, Tex. (45-foot project), letter from chief of engineers, 
Army, submitting report; Apr. 22, 1974. 1974. xvi+106 p. il. 4° [Also 


issued as H. doc. 289, 98d Congress, 2d session.] # @ Item 334-A 
D 108.22: F 87/3 


Potomac River basin, Md., Va., W. Va., Pa. and D.C., reformulation of Sixes 
Bridge and Verona projects, letter from chief of engineers submitting 
report, v. 2, Nov. 26, 1978 [with bibliographies]. 1973. xviii+373 p. il. 2 
maps, 4° i[Also issued as H. doc. 2, pt. 2, 98d Cong., 1st sess.) # 
@ Item 334-A D 108.22: P 84/5/v.2 


Waterways Experiment Station. 
Nore.—Unless otherwise indicated, ppethantions of Waterways Experiment 
Station may be ordered from Corps of Engineers, U.S. Army, Waterways Experi- 
ment Station, Vicksburg, Miss. (Price upon application.) 


—— Contract report. 

H-74-2. Studies of effects of salinity and temperature on commercial ——- 
Penaeus aztecus ives, with special ard to survival limits, 
oxygen consumption and ag regulation [with list of literature 
cited] ; by A. Venkatataramiah, G "fy Lakshmi, G. Gunter. ee aed 
Vicksburg, Miss., Mar. 1974. Sncasee t8T p. fil. 4° Dace. 
by Office, Chief of Engineers, Army, conducted under ii .. 
80—71—C—008 by Gulf Coast Laboratory, Ocean Springs, Miss. Title o on 
spine: Effects of salinity and temperature on mary Le = 


—— Technical report. 

C-T4-1. Equipment and test procedure for determining multiaxial tensile and 
combined tensile-compressive strength of concrete [with list of lit- 
erature cited]; Kenneth L. ee Army-MRC, 

Mar. 1974. Cover title, {74} p. 4° pl ponsonee by Office, Chief 
of Engineers, U.S. Army. Groh evted by U.S y oer Watcrways 


Experiment Station, Concrete Laboratory, aaa 
. 103. oaa/2: C-74-1 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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Ocroser 1974 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


09992 Buying a car overseas? [Jan. 1974.] [7] p. narrow 8° ‘([Office of Public 
Affairs.]) ‘+ EP 1.2:C17 


Environmental monitoring series EPA-—R4. 
680/4-73—001a. Radioactivity standards distribution program, 1973-74; by 
uality Assurance Branch, Technical Support Laboratory, 
ational Environmental a Center, s Vegas, Nev. 
Feb. 1974. SEPA A re 4° (Office of Research and 
Development.) FROAP ADB, param element 1HA327.] 
* Paper, 60c. @ Item 431-I-24 
EP 1.23/5 : 680/4—73-001a 
09994 680 /4—73-001b. Environmental Radioactivity Laboratory intercomparison studies 
program, 1973-74; by Quality Assurance Branch, Technical 
Support Laboratory, National Environmental Research Center, 
Las Vegas, Nev. Feb. 1974. ay ab shalt il. 4° (Office 
of Research and Development.) [ROA B, press ele- 
ment 1HA327.] * Paper, 65c. @ Item 431-— 1-24 
EP 1.23/5 : 680/4—73-001b 
User’s guide for climatological dispersion model [with lists of 
references]; by Adrian D. Busse, John R. Zimmerman. Dec. 
1973. vi+131+ [2] p. il. 4° (National Environmental Re- 
search Center, Office of Research and Development.) [Program 
element 1 A 1008.) * Paper, $1.55. @ Item 481-—I-—24 
EP 1.23/5 : 73-024 


Environmental protection technology series EPA. 

660 /2—73—025b. Hypolimnion aeration with commercial ones : hy 2, Bubble 
plume gas transfer “ bibliographies] ; R. EB. Speece, 
George Murfee. Dec. [published igral. xi+150+ [1] 
p. il. 4° (Office of Seonile and Development.) Mt ey 
16080 FYW, program element 1B2045.] * Pape $1.80. 
@ Item 431-I-12 EP 1.23/2: 660/2_73-025b 
660/2--73—-030. Treatment of sulfite evaporator condensates for recovery of vola- 
tile components ; by Kenneth W. Baierl [and others]. Dec. 1973 
Ns 1974]. x+168 P il. 4° [Prepared under grant 
rogram element 1B2037 by Institute of Paper Chem- 
fate, et ~ ton, Wis., Division of Industrial and Environmental 
Systems, with Wisconsin Department of Natural Resources, 
and a group of pulp and paper mills cooperating, under partial 
sponsorship of Environmental Protection Agency.] * Paper, 
$2.10. @ Item 431 -I-12 EP 1.23/2 : 660/2—73—030 
660/2-—73-034. Infrared Fourier transform spectrometry of gas chromatography 
effluents [with list of references] ; by Leo V. Azarraga, Ann C. 
McCall. Jan. 1974. v+61+[1] p. il. 4¢ (National Environ- 
mental Research Center, Office of Research and Development.) 
[ROAP 16ADN-—26, program element 1BA027.] * Paper, $1.10. 
@ Item 431-I-12 EP 1.23/2: 660/2—73-034 
670/2-74-013. State of Maryland waste oil recovery and reuse program [with 
list of references] ; by Edward J. Martin, Garth D. Gumtz. Jan. 
1974. xi+ 248+ [1] p. il. 4° (Office of Research and Develop- 
ment.) [Prepared for Maryland Environmental Service ; grant 
S—800650, program element 1BB041.] * Paper, $2.70. @ Item 

431-I-12 
L.C. card 74—-601563 EP 1.28 /2 : 670/2-74-013 


10000 Problems and approaches to areawide water quality management, appendix 
A [Suggested representative or model legislation] ; by School of Public 
and Environmental Affairs, Indiana University. Oct. 1973. x+115 p. 4° 


(Water Planning Division.) [Contract 68-01-0199.] + @ Item 431-I-1 
EP 1.2: W 29/12/app.A 


Socioeconomic environmental studies series EPA. 
600/5-—73-—002. Bibliography of R&D research reports ; by Publications Staff, Office 
of Program Management. July 1973. iii+101 p. 4° (Office of 
Research and Development.) [Supersedes BPA—R5—73-012 edi- 
tion, Jan. 1973.] + EP 1.23/38 : 600/5-73—002 
600/5-74-010. Comprehensive management of phosphorus water pollution [with 
bibliography]; by D. B. Porcella [and others]. Feb. 1974. xv 
+411+ [1] p. fil. 4° [Prepared under contract 68-01-0728, 
program element 1BA030 by Utah Water Research Laboratory, 
Utah State University, Logan, Utah.] * Paper, $4.05. @ Item 
431-I-19 EP 1.23/3 : 600/5—74—010 


@For Sale by National Technical Information Service, 
Springfield, VA 22151 
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GOVERNMENT PUBLICATIONS 


Surveillance and Analysis Division, Region 9, San Francisco, Calif., tech- 


nical report. 

001-73. Tnvestiontion of City of Santa Barbara sewage treatment facilities. 
(Mar. 1973.] [104] leaves, il. 4 EP 1.51 : 001-73 

002-73. Pesticides in lower lorado River. 1973.) (2) 5 i+ 24 leaves, 
iL4e + 002-73 

004-73. Investigation of Waipio stabilization ponds and Say a 
[1973.] 73 leaves, il. 4° + EP 1.51 73 

005-73. Evaluation of wastewater treatment plants, So Nev. 
{1973.] [2}+13 leaves, il. 4° + 1.51 005-78 

909 /9-73—001. Aliso Water Management Agency study, tavestignt fon of ‘selected 
sewage treatment in Orange County. ag (3 a (3) +21+3 leaves, 
6 pl 4 +4. : 908/9-73—001 


FARM CREDIT ADMINISTRATION 
Washington, DC 20578 


Statistical bulletin. 
3. Farm real estate mortgages recorded. 1972: [prepared by Frank Aigner]. 
June 1973. cover title, [14] p. fl. 4° (Research soma 3 a8:8 
1.3/2: 


5. Characteristics of Federal land bank poe, Ne [prepared by Frank D. 
Aigner]. Sept. 1973. cover title, [31] p. il. 4° (Research ae : + 
.8/2: 


FEDERAL AVIATION ADMINISTRATION, Transportation Dept. 
Washington, DC 20553 


FAA air traffic activity, peak day and terminal area relationships, calendar 
year 1973. Feb. 1974. xi+-481 p. il. 4° (Information and Statistics Divi- 


sion, Office of Management Systems.) * Paper, $4.55 (S/N 5007-00227). 
@ Item 431-C-1 TD 4.19: 973-2 


Federal aviation regulations. Issued with perforations. ] 

pt.13. Enforcement procedures. May 1974. [28] p. 4° (Consolidated reprint 
incorporating Amendments 13—1 through 13-10.] * Paper, 70c. (S/N 

5007-00230). @ Item 431-C-13 TD 4.6: 

pt. 45. Identification and registration marking. May 1974. [26] p. 

solidated jorrs incorporating Amendments 45-1 through 45-8.] 
as A B, . (8/N 5007-00231). @ Item 431-C-13 TD 4.6: 45/2 
pt. 47. Aircraft registration. [May 1974.] cover title, [35] p. 4° [Consolidated 
reprint incorporating Amendments 47-1 through 47-17.] * Paper, 

$2.50 a year, add 6c for foreign mailing. @ Item 431-C-13 
TD 4.6: 47/2 
pt.99. Security control of air traffic. Mar. 1974. [2]+v+P-10+9 p. il. 4° 
Seeiaeee reprint incorporating Amendments 99-1 through 99—9.] 
Paper, 70c. (S/N 5007-00224). @ Item 431-C-13 TD 4.6: 99/2 
pt. " Parechnte jumping. Mar. 1974. [23] p. 4° [Consolidated reprint incor- 
porating amdt. 105.5.] * Paper, $2.00 (basic and supplementary ma- 
rial for indefinite period) ; add 25c. for foreign mailing. 7, — 
431-C-13 TD 4.6: 105/2 
pt. . Alrport security. Mar. 1974. cover title, [15] p. 4° * Paper, 35c. VS/N 
5007-00225). Item 431-C-13 TD 4.6: 107 
pt. . Operations of fore’ air carriers. Apr. 1974. [18] p. 4° [Consolidated 
reprint incorporating Amendments 129-1 through 129-4, and any 
changes required by Department of Transportation tranaition amend- 
ment.}] * Paper, 35c. (S/N 5007-00228). @ Item 431-—C—13 20/2 


TD4 
. Parachute lofts. Jan. 1974. [12] p. 4° * Paper, 35c. @ Item ‘ai c-18 
TD 4.6: 149/2 


. Representatives of Administrator. May 1974. [18] p. 4° [Consolidated 
reprint incorporating Amendments 183-1 through 183-5.] * Pane 
40c. (S/N 5007-00233). @ Item 431-C-13 TD4.6: 1283/2 

. Use of Federal Aviation Administration communications system. May 
1974. [10] p. 4° [Consolidated reprint incorporating Amendments 
189—-1.] * Paper, 35c. (S/N 5007-00235). @ Item 431-C-13 

TD 4.6 : 189/2 


Medical information for air ambulance operators. [Mar. 4, 1974.] 7 p. 4° 
({Advisory circular] AC 67-1.) [Issued with perforations.] + © Item 
431-C-4 TD 48: M 46 


Report FAA-—AV (series). (Office of Aviation Policy and Plans.) 
71-5. Application of dynamic programming to capital investment decision analy- 
=, final report [with rae of references: by] George J. Coulnris. Sept. 
971. cover title, [113] p @ Paper, $3.00. we Tea 4.32/4: 71-5 
71-6. Stochuatic model of cateehed airway traffic. final repo rt [with bibliogra: 
pay i by] William J. Dunlay, jr. Sept. 1972. cover rer title, oo Sela: 
@ (Price upon application). 128 


*For Sale by Superintendeat of Documents 
+Distribution Made by Issuing Office 
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Ocrosper 1974 


FEDERAL ENERGY OFFICE, Executive Office of the President 
Washington, DC 20500 


Mandatory petroleum allocation summary. Jan. 1, 1974. [2]+24 p.4° + 
PrEx 21.2: P 44 


Remarks of John C. Sawhill, Deputy Administrator, Federal Energy 
Office, before Doctoral Association, American University, Washington, 
D.C., Apr. 18, 1974. [1974.] 12 p. 4 i+ PrEx 21.10: Sa 9/3 


Remarks of William E. Simon, Administrator, Federal Energy Office, 
Deputy Secretary of Treasury, before American Society of Newspaper 
Editors, Atlanta, GA., Apr. 17, 1974. [1974.] 10 p. 4° (S-74-153; Public 
Affairs.) + PrEx 21.10: Si 5/8 


Testimony of William E. Simon, Administrator, Federal Energy Office, 
before Senate Committee on Interior and Insular Affairs, Feb. 5, 1974. 
[1974.] 12 p. 4° + PrEx 21.10: Si 5/6 


FEDERAL HIGHWAY ADMINISTRATION, Transportation Dept. 
Washington, DC 20591 


10028 Federal-aid highway act, analysis, 1973. [1974.] cover title, 20 p. + 
@ Item 982-G-5 TD 2.2: F 31/4/973 


10029 Social and economic effects of highways [with list of references and 
notes]. 1974. xi+180 p. il. 4° ‘(Office of Program and Policy Planning, 
‘Socio-Economic Studies Division.) * Paper, $2.15. .@ Item 982-G-5 
L.C. card 74-601976 TD 2.2: H 53/6 


Traffic assignment, methods, application, products [with list of ref- 
erences] ; prepared by Comsis Corporation, Wheaton, Md. Aug. 1973. [1] 
+iii+2065 p. il. 4° (Urban Planning Division.) * Paper, $2.45 (S/N 
5001-00060). @ Item 982-G-2 TD 2.8: T 67/2/9738 


FEDERAL HOUSING ADMINISTRATION, Housing and Urban 
Development Dept., Washington, DC 20410 


Current housing market situation (series). 


Chicago, Ill. as of Mar. 1, 1973. Mar. 1974. cover title, 10 gat osu gi /e7s/2 


FEDERAL POWER COMMISSION 
Washington, DC 20426 

FPC R (series). 
82. Typical electric bills, typical net monthly bills as of Jan. 1, 1973 for resi- 
ential, commercial and industrial services; [prepared by Bureau of 
Power]. Jan. 1974. xxviii+170 p. il. 4° * Paper, $1.95. @ Item 438—A 
FP 1.10: 82 
National electric rate book schedules for electric service in communities 
of 2,500 population or more, residential, commercial, and industrial serv- 
ices. [Issued with perforations.] * Paper, $22.50 a year (separate sec- 
tions, each representing a State), add $5.75 for foreign mailing; single 

copy, 45c. 


10033 Alabama. Oct. 1973. [2]+15 p. 4° [Supersedes issue of Aug. 1972.] @ Item 
437—A-14 FP 1.18: Al1 b/973 


0034 Pennsylvania. Oct. 1973. [2] +32 p. 4° [Supersedes issue of Oct. 1971.] @ Item 
437-—A-14 FP 1.18: P 38/973 
10035 Principal electric facilities in United States, 1972 [colored map]. [1974.] 
42.5 x 59.5 in. (M-95.) [Scale 1 in.—55 mi., approximately. Includes 
generating stations, transmission lines, and ownership. Based on reports 

filed with Federal Power Commission to June 1970.] * Paper, $1.25 
FP 1.13 : Un 85/972 


@For Sale by National Technical Information Service, 
Springfield, VA 22151 
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GOVERNMENT PUBLICATIONS 


FEDERAL REGISTER OFFICE, General Services Administration 
Washington, DC 20408 


Code of Federal regulations. * Paper, $350.00 a yr., add $75.00 for foreign 
mailing; single copies vary in price. 
3. The President, revised as of January 1, 1974. heabiit vi+426 p. il. [Contain- 
ing codification of documents of coerel a cabi A a a ect as of 
Jan. 1, 1974, with ancillaries. ] 
568 4.108 : 3/974 


Sgtesere, t. 210-699, revised as of Jan. 1, 1974. [1974.] and future p. (Con- 
mp codification of documents of + esqneaty a effect 

= of , 1974, with ancillaries.) * Paper, @ Item 572 
S4 ‘tos: tpt 210-699/974 


. Aeronautics and space, 200 to end, revised as of Jan. 1, 1974. [1974.] 
vi+899 p. [Containing ‘codification of documents of general per, $5.00. 
— future effect as of Jan. 1, 1974, with qnetiertee.} * Paper, A a yoy 
@ Item 572 GS 4.108 : 14/pt.200—en 

. Commercial practices, pts. 0-149, revised as of Jan. 1, rt, [iere ai00e 
p. (Containing codification of documents of general applicant an and future 
effect as of Jan. 1, 1974, with ancillaries. ] "anata Item 572 

GS 4. 108: Te /pe 0-149/974 


. Internal revenue, pt. 1 (sec. 1.301—1.400), revised as of Apr. 1, 1974. [1974.] 
+204 p. [Containing codification of documents of general sp elices e, 
and future effect as of Apr. 1, 1974, with ancillaries. ] 
@ Item 572 GS 4.108 : 26/pt.1 (sec.1. 301.4 400) 7074 
. Internal revenue, ideat 500-599, revised as of Apr. 1, 1974. [1974.] vi+ 423 p. 
[Contains codification of documents of general applicability and future 
effect as of Apr. 1, 1974, with ancillaries.] * Paper, $3.15. @ Item 572 
GS 4.108 : 26/pt.500-599/974 
. Public welfare, pt. 500-end, revised as of Oct. 1, 1973. [1978.] vi+3822 p. 
[Containing codification of general applicability and future effects as of 
July 1, 1973, with ancillaries.] * Paper, $2.35 @ Item 572 
GS 4.108 : 45/pt.500—end/973 
. Telecommunication, pts. 20-69, revised as of Oct. 1, 1973. [1973.] vi+626 
p. i. [Containing codification of documents of general applicability and 
future effect as of Oct. 1, 1973, with ancillaries.) * Paper, $4.05. @ Item 
572 GS 4.108 : 47/pt.20-69/973 
. Transportation, pt. 1000-1199, revised as of Oct. 1, 1973. [1973.] vi+350 
p. il. [Containing codification of documents of general applicability and 
future effect as of Oct. 1, 1973, with ancillaries.] * Paper, $2.50. @ Item 
572 GS 4.108 : 49/pt.1000-1199/973 
. Wildlife and fisheries, revised as of Oct. 1, 1973. [1973.] vi+ 359 p. il. [Con- 
taining codification of documents of general applicability and future effect, 
as of Oct. 1, 1973, with ancillaries.] * Paper, $2.55. @ Item 572 
GS 4.108 : 50/973 


10046 Public papers of President of United States: Richard M. Nixon, containing 
public messages, speeches, 2nd statements of the President, 1972. 1974. 
[1386] p. 8 pl. 1 por. large 8° [Some illustrations are colored.] * Cloth, 
$18.55 (S/N 2203-00900). @ Item 574-A GS 4.113 : 972 


FEDERAL SaneaTE cyaran 3 BOARD OF GOVERNORS 
ashington, DC 20551 


10047 Inflation and economic welfare in United States, implication for monetary 
policy, remarks by Andrew F. Brimmer, Member, Board of Governors 
of Federal Reserve System before City Club, Cleveland, Ohio, Nov. 9, 
1973. [1978.] [1]+29 p. 3 tab. 4° i+ FR 1.28: B 77/94 


10048 State member banks of Federal reserve system and non-member banks 
that maintain clearing accounts with Federal reserve banks and cor- 
porations doing foreign banking or financing that maintain reserve 
accounts with Federal reserve banks, as of Dec. 31, 1973. [1974.] [1]+15 
p. 4 + FR 1.11/5: 973 


10049 Truth in lending, amendments to Truth in lending act and amendments and 
interpretations of regulation Z. [1974.] 23 p. 4° (Contains 1970 credit 
card amendments to Truth in lending act and all amendments and 
interpretations of regulation Z issued Sept. 12, 1969—-Aug. 31, 1973.) + 

FR 1.2: T 77/8/969-73 


*For Sale by Su tendent of Documents 
+Distribution Made by Issuing Office 
#Not Available for Sale or Distribution 





Ocroper 1974 


FEDERAL SUPPLY SERVICE, General Services Administration 
Washington, DC 20405 


Federal test method standard. [Issued with perforations. ] 


191. Textile test methods, Dec. 31, 1968, Change notice 4. Jan. 10, 1974. [187] 
p. il. 4 (FSC 8300.) + © Item 563 GS 2.8/7 : 191/ch.4 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


Address by Lewis A. Engman, Chairman, Federal Trade Commission, before 
Antitrust Law Section, State Bar of Michigan, Detroit, Mich., Feb. 15, 
1974. [1974.] [4] p. 4° + FT 1.14: En8 


10052 Address by Lewis A. Engman, Chairman, Federal Trade Commission, before 
Economic Club of Detroit, Detroit, Mich., Apr. 29, 1974. [1974.] [8] p. 
4 + FT 1.14: En 3/4 


Address by Lewis A. Engman, Chairman, Federal Trade Commission, before 
National Press Club, Washington, D.C., Feb. 19, 1974. [1974.] [3] p. 
42" + FT 1.14: En3/2 


Consumer problems of Klamath Indians, call for action. Jan. 1974. cover 
title, iv+26 p. (Seattle regional office report.) # FT 1.2: K 66 


Law Day address by Lewis A. Engman, Chairman, Federal Trade Commis- 
sion, before Grand Rapids, Mich., Bar Association, May 1, 1974. [1974.] 
[8] p. 4° + FT 1.14: En8/3 


Trading post system on Navajo reservation. June 1973. viii+77 p. * Paper, 
85c. (S/N 1800-00158). @ Item 535 
L.C. card 74-602279 FT 1.2: N23 


FEDERAL WATER POLLUTION CONTROL ADMINISTRATION 
Interior Dept., Washington, DC 20240 


Pollutional effects of pulp and paper mill wastes in Puget Sound, report on 
studies conducted by Washington State Enforcement Project [with list 
of literature cited]. Mar. 1967. [15] +iii+xxii-+474 p. il. 4° (Northwest 
Regional Office, Portland, Oreg.) [Prepared in cooperation with Wash- 
ington State Pollution Control Commission, Olympia, Wash.] @(Price 
upon application, PB 217 236.) I 67.2: P 96/2 


10058 Report on Boone Reservoir fish kill, May 9-11, 1969. June, 1969. [82] leaves, 
map 4° (Southeast Region, Atlanta, Ga.) [Issued with perforations. 
With marginal index tabs on blank cardboard.] + Environmental Pro- 
tection Agency 167.2: B64 


Water quality standards conference of Iowa interstate waters of Missis- 
sippi River basin convening Apr. 8, 1969, Davenport, Iowa. [1969.] [4] 
+54+A-9 p. il 4° (Great Lakes Region, Chicago, Il.) -+ Environ- 
mental Protection Agency 1 67.2: Io9 


Water quality standards summary. 

State of Arkansas. Oct. 1969. cover title, [2]+21 p. il. 4° [Issued in cooperation 
with Arkansas Pollution Control Commission.] -+ Environmental Protection 
Agency 167.2: Ar4 

State of New Mexico. Feb. 1970. cover title, [2] +29 p. il. 4° [Issued in coopera- 
tion with New Mexico Water Quality Board, summarizing publications of 
New Mexico Water Quality Control Commission.] + Environmental Protec- 
tion Agency 167.2:N42m 


@For Sale by National Technical Information Service, 
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GOVERNMENT PUBLICATIONS 


FLIGHT STANDARDS SERVICE, Transportation t. 
Washington, DC 20553 _ 


FAA views on nondestructive testing [address] [with list of references]. 
by Jaime D. Serra, Chief, Maintenance Division, Air Transport Associa- 
tion, Nondestructive testing subcommittee meeting, Denver, Colo., 
Sept. 20-22, 1972; [1972.] [18] leaves, 4° # TD 4.412: Se6 


Keeping abreast of air carrier industry [address] by Robert K. Crothers, 
Chief, Air Carrier Branch, Maintenance Division, 8th annual FAA inter- 
national aviation maintenance symposium, Oklahoma City, Okla. 
Nov. 28-30, 1972. [1927.] [1]+5 p. 4° + TD 4.412: C 88 


FOOD AND DRUG ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


FDA information materials for food and cosmetic industries, movies, slides, 
posters, booklets, fact sheets. Revised Mar. 1974 [1974.] 15 p. 4° 
{[(DHEW publication (FDA) 74-1010.)] + @ Item 475 

HE 20.4002 : F 73/5/978 


FOREIGN DIRECT INVESTMENTS OFFICE, Commerce Dept. 
Washington, DC 20230 


Trends, composition and determinants of U.S. direct investment in Canada 
{with list of references ; by Anthony E. Scaperlanda]. Mar. 1974. [1]+24 
p. 4 + C54.2:In8 


FOREST SERVICE, icuiture Dept. 
Wash 20250 


ington, D 


Materials to help teach forest conservation. Slightly revised Mar. 1974 
{1974.] 8 p. (FS-28.) + ‘@ Item 85-A A13.11/2: T 22/974 


Nineteen seventy three brought change and progress for Southern Forest 
Experiment Station. [1974.] [4] p. il. 4° + A 18.40/2: So 8/2 


Pacific Southwest Forest and Range Experiment Station publications for 
1973. [1974.] 16 p .4° (Pacific Southwest Forest and Range Experiment 
Station, Berkeley, Calif.) + A 13.62/11 : 973 


Research note RM—(series). (Rocky Mountain Forest and Range Expcri- 
ment Station, Fort Collins, Colo.) 


RM-250. ae cage for soil-pupating Rhyacionia spp. [with list of literature 
cited; by] Daniel T. Jennings. Nov. 1973. 4 p. il. 4 x, 
A aia. 79 : RM-—250 


RM-—251. Com oN" roduced timber ent plans, evaluation of program 
P [with et of isenture recited : wi es Bruce M. Edwards, Gary B. 
Metcalf and W. E. Frayer. Dec. 1973. + A18.70: RM-251 


Research paper NE-—(series). (Northeastern Forest Experiment Station, 
Upper Darby, Pa.) 
NE~-278. Annotated list of Cicadellidae and Fulgoridae of elm [with list ¥ 


references cited] ; by Lester P. Gibson. 1973. cover title, [1] +5 p. 
[Abstract cards inserted. Text on p. 1 of cover.] 
A 18.78 : NE-278 


Research paper PNW-(series). (Pacific Northwest Forest and Range 
Experiment Station, Portland, Oreg.) 


PNW-157. Computer program for determining load-carrying capability of running 
skyline ; [by] Ward W. Carson and Donald D D. Studier. s cover 


title, [1] +26+[1] p. 1. 9° [Text on p. 2 of cover.) Prw-157 


Research paper WO-(series ). 


WO-18. Genetics of yellow birch [with list of literature cited; by Knud E. 
Clausen]. [Dec. 1973.] cover title, 1i1+28 p. il 4 Abstract cards 
inserted.} + @ Item 83-B 18.78 : WO-18 
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GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


Reports to Congress; by Comptroller General of United States. + Paper, 
each, $1.00 (Free to Members of Congress, Congressional committee staff 
members, Government officials, the press, college libraries, faculty and 
students. Requests to the General Accounting Office (Room 6417) for 
copies of reports to Congress should give full title, date, and B—number 
of the report. Do not include Monthly Catalog entry numbers or Super- 
intendent of Documents classification numbers. Orders should be ac- 
companied by check or money order. Do not send cash, postage stamps, 
or Superintendent of Documents coupons. ) 


Audit oP yp eee from special bank account to Lockheed Aircraft Corporation 
for C—5A aircraft program during quarter ended Mar. 31, 1974, Department 
of Defense. May 20, 1974. cover title, 3+1 leaves, 4° (B—162578.) 

GA 1.18: Au 2/11 

Comprehensive health planning as carried out by State and areawide agencies 
in three States, Department of Health, Education, and Welfare. Apr. 18, 1974. 
cover title, [4]+88 p. 4° (B~—164031(2).) GA 1.13: H 34/14 

Department of Defense stock funds, accomplishments, problems, and ways to 
mprove. Apr. 2, 1974. cover title, [4]+43 p.il.4° (B~159797.) 

L.C. card 74-601574 GA 1.13: D 36/13 

DOD’s requirement for air-conditioning military family housing in Hawaii is 
unnecessary. May 20, 1974. cover title, [4]+32p.4° (B~-172376.) 

GA 1.18: Ai 7/104 

Emphasis needed on Government's efforts to standardize data elements and codes 
for computer systems. May 16, 1974. cover title, [4]+69 p. il. 4° (B—115369.) 

GA 1.18: C 73/87 

Examination of financial statements of National Credit Union Administration for 
fiscal year 1973, limited by restriction on access to credit union examination 
records. May 21, 1974. cover title, [4]+27 p. 4° (B—164031(4).) 

GA 1.13: N 21 ¢/4 

Federally supported attempts to solve State and local court problems, more needs 
to be done, Law Enforcement Assistance Administration, Department of Jus- 
tice. May 8, 1974. cover title, [4] +46 p. 4° (B-—171019.) GA 1.13: C 83/4 

More competition needed in Federal procurement of automatic data processing 
equipment, General Services Administration. May 7, 1974. cover title, [4] +32 
p. il. 4° (B—115369.) GA 1.13: C 73/36 


Pesticides: actions needed to protect consumer from defective products, Envi- 
ronmental Protection Agency. May 23, 1974. cover title, [5]+54 p; 4° 
(B—133192.) GA 1.18: P 43/10 

Revenue sharing, its use by and impact on local governments, ae of 


Treasury. Apr. 25, 1974. cover title, [3] +iv+159 p. il 4° (B—146 .) 
GA 1.13 : R 82/2/974 


U.S. actions needed to cope with commodity shortages, multiagency. Apr. 29, 1974. 
cover title, [6]+281 p. il. 4° (B~114824.) GA 1.13: C 73/35 


GEOLOGICAL SURVEY, Interior Dept. 
Washington, DC 20242 


Amazon, measuring a mighty river. [1973.] 18+ [1] p. il. narrow 8° 
* Paper, 30c. @ Item 621 119.2: Am 1/978 


Circular. 
687. Report on water Saipatiety pent, lease OCS—P 0241, well B-49-1, Dos 
uadras Field, Santa Barbara Channel, off California [with list of refer- 
ences cited]; by Maurice V. Adams. [1974.] v+28 p. il. 4° + @ Item 
620—A 1 19.4/2 : 687 
10087 Influence of liquid waste disposal on geochemistry of water at National 
Reactor Testing Station, Idaho, 1952-70 [with list of selected ref- 
erences]; by J. B. Robertson, Robert Schoen and J. T. Barraclough. 
Idaho Falls, Idaho Feb. 1974. xii+231 p. il. 4° (Water Resources Divi- 
sion.) [Open-file report IDO-22053; Waste disposal and processing. 
Prepared in cooperation with Atomic Energy Commission, TID-4500.] 
@ Paper, $7.60 119.2: W 28/952-70 


Professional paper. 

10088 384-C. Disintegration of Wolf Creek meteorite and formation of pecoraite, 
nickel —— of clinochrysotile, studies of natural phases in system 
MgO-Si O0,-H,O and systems containing congeners of magnesium [with 
list of literature cited]: by George T. Faust [and others]. 1973. 
vi+107-135 p. fl. 4° [Origin of pecoraite elucidated through its 
properties and in terms of geochemical balance in its desert environ- 
ment. Some illustrations are colored.] * Paper, $1.30 (S/N 2401- 
02392). @ Item 624 
L.C. card 73-600160 I 19.16 : 384—C 
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Professional paper—Continued 

10089 768. Lithostrat igraphy and depositional environments of Lexington semootene 
sOstork n) of central Kentucky [with iist of references cited]; by 
R. Cressman. 1973. aa p. il. 4¢ [ red in cooperation 
be Kentucky Geological Survey. Description of Middle and Upper 
Ordovician limestone formation vend its eonatituent members th 
pom eee «, facies relations, environments of deposition, and pale- 
rsh 70 ssued in portfolio with 9 plates. 3 plates are colored.) 

: "Paper, $8.70 (S/N 70 (S/N 2401-00862). @ Item 624 
LC 119.16: 768 


Water-supply paper. 

10090 1757-L.. Aquifers in Sokoto basin, northwestern Nigeria, with description of 
general hydrogeology of ion [with list of selected references] ; by 
Henry R. Anderson and William Ogilbee. 1973. —~ il. (Prepared 
in cooperation with Geological Survey of N a under auspices of 
Agency for International Development. Contributions to hydrolo; 

Africa and Mediterranean region. Accompanied by 1 

plates and 1 tab. 2 plates are colored.j * Paper, $6.75 (S/N 2401-— 
02889). @ Item 625 
L.C. card 73-600131 119.13 : 1757-—L 

10091 2006. Pine-Popple River basin, hydrology of wild river area, northeastern 
Wisconsin [with list of selected references]; by Edward Oakes, 
Stephen J. Field and Lawrence P. Seeger. 1973. iv+57 p. il. 2 pl. in 
pocket. [Prepared in cooperation with University of Wisconsin, Exten- 
sion, Geological and Natural History Survey.) * Paper, $3.20 (S/N 
2401-02388). @ Item 625 
L.C. card 73-600065 . 119.13 : 2006 

10092 2027. Analog model study of ground-water basin of upper Coachella Valley, 
Calif. [with list of selected references] ; by Stephen J. Tyley. 1974. 
v+77 p. iL [Prepared in cooperation with Desert Water Agency 
and Coachella Valley County Water District.) * Paper, $1.05 (S/N 
2401-02486). @ Item 625 
L.C. card 73-600296 119.18 : 2027 


HEALTH, EDUCATION, AND WELFARE DEPARTMENT 
Washington, DC 20201 


10093 How to do business with DHEW. Feb. 1972. [4]+28 p. narrow 12° 
({DHEW publication (OS) 72-17]; Office of the Secretary.) # 
HE 1.6/8: B 96 


10094 Summary and evaluation of public service careers plan B (PSC-B), fiscal 
years 1971-72. [1974.] [1]+iv+94 p. il. 4° (Office of Deputy Assistant 
Secretary for Administration, Office of New Careers.) 

HB 1.2: P 96/4 





HEALTH MANPOWER EDUCATION BUREAU, Health, Education, 
and Welfare Dept., Bethesda, MD 20014 


10095 Allied health professions, special improvement grants. [Nov. 1971; revised 
Oct. 1972.] [1974.] [8]+25 p. # HE 20.3102: Al 5/4 


10096 Directory of American Indian students pursuing professional health ca- 
reers; prepared by Cresap, McCormick and Paget, Inc. [1973.] [208] p. 
4° (Office of Health Manpower Opportunity.) [Issued with perfora- 
tions.) # HE 20.3102: In 2 


10087 Grants for public health traineeships, special purpose traineeships. [Re- 


vised Sept. 1972.] [Reprinted Apr. 1973.] [8]+16p.il. # 
HE 20.8102 : G 76/2 


10098 Health professions special project grants. Revised Dec. 1971. Reprinted 
July 1972. cover title, [3]+14 p. (Division of Physician and Health Pro- 
fessions Education.) # HE 20.3102 : G 76 


10099 Public health traineeship program, grants for residency programs in 
preventive medicine and dental public health. [Revised Jan. 1968.] 
[Reprinted Nov. 1972.] [8]+10 p. il. ({Division of Allied Health Man- 
power.]) # HE 20.3102 : T 68/5 
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10100 Report on discussions of Task Force on manpower distribution project of 
National Health Council, Jan. 24-26, 1973, Memphis, Tenn. [1973.] [4] 
+iii+35 p. 4° (DHEW publication (NIH) 73-484.) [Work upon which 
this publication is based was performed under contract NIH 72-4352, 
National Health Council.] # HE 20.3102 : M 31 


HEALTH RESOURCES DEVELOPMENT BUREAU, 7 Education, 
and Welfare Dept., Bethesda, MD 20014 


10101 Information for registered nurses entering agreement to serve in shortage 
area [with list of related forms and publications]. [Reprinted Dec. 
1978.] [1973.] [1]+26 p. il. oblong 32° (Division of Nursing.) + 
@ Item 509—-A-2 HE 20.6108 : N 98 


HEALTH SERVICES AND MENTAL HEALTH ADMINISTRATION 
Health, Education, and Welfare Dept., Bethesda, MD 20014 


10102 Financial planning in ambulatory health programs, DHEW publication 
(HSM) 73-3027, announcement. [1973.] [3] p. (DHEW publication 
(HSM) 78-8025.) # HB 20.2002 : Am 1/2 


10103 Guide for conducting State and community surveys of ambulance services 
and hospital emergency departments. [Reprinted Nov. 1972.] [1]+33 
p. i. 4° ({DHEW publication (HSM) 73-2023; (formerly DEHS- 
14.)]) # HE 20.2008 : Am 1 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410 


10104 Design guide for improving residential security. Dec. 1973. xii+75-+A-10 
p. il. 4° [Prepared for Office of Policy Development and Research, 
Division of Building Technology by Center for Residential Security 
Design, New York, N.Y. At head of title on cover: Guideline 2.] * Paper, 
$1.30. (S/N 2300-00251). @ Item 582-E 
L.C. card 74-601723 HH 1.6/3: R 31/no.2 


10105 Fair housing, U.S.A. [Apr. 1974.] [9] p. narrow 8° + 
HH 1.2: H 81/387/974 


10106 Federal disaster assistance program, handbook for applicants. July 1973. 
[1974.] [90] p. (Federal Disaster Assistance Administration; 3300.1.) 
[Issued with perforations. Reprint incorporates changes dated Jan. 
1974.] + @ Item 582-E HH 1.6/3: D 68/2/rep. 


10107 General observations on British new town planning, report written follow- 
ing participation in United Nations Seminar on New Towns, held London, 
June 4-19, 1973 [with annotated bibliography]. [1973.] [31] p. il. 4° 
(Office of International Affairs.) [At head of title: HUD international 
foreign information news item. Last page left blank ote > 4 
H1.2: 


10108 Home mortgage insurance. [Mar. 1974.] [8]+14 p. il. narrow 8° ({HUD- 
43-F(4).]) + HH 1.2: M 84/2/974 


HUD guide. [Issued with perforations. ] 

10109 FHA G 4005.8. ms ar guide : see or ye | commitment, Change 6. 
Mar. 18, 1974. [1]+40 p. Housing Production and 

Mortgage Credit.) [Includes transmittal notice.] + 
HH 1.6/7 : FHA G 4005.8/ch.6 
10110 RHA G 7401.1. Low-rent housing administration of program guide, employee 
benefit programs. Oct. 1969. [51] p. 4° [Includes transmittal 
notice 1, Oct. 9, 1969.) + HH 1.6/7: RHA G 7401.1 


HUD handbook. [Issued with perforations. ] 
10111 EO 8020.1. Title 8 field operations handbook. Mar. 1971. [141 Lp.* 4° 
{Includes transmittal notice. Supersedes 
_——-. for initial complaint processing of semen 
discrimination complaints.} + HH 1.6/6: EO 8020.1 
10112 HPMC-FHA 4200.15. Open reports and forms catalog], rey ee Mar. 15, 
974. [8] p. 4° ary transmittal notice 
1.6/6: HPMC-FHA 4200. 18/eh. 4 
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HUD handbook—Continued 


10118 HPMC-FHA 4200.15. Multifamily reports and forms catal Change. r. 5, 
1974. [6] p. 4° Sy ‘transmitting , 
1.6/6: HPMC A 4200.15/ch.—5 
10114 1125.3. Organization, pe... Seoreene? for Hous Production 
and Mortgage Credit— mmMissioner. Revised § - 
tion]. Dee. 1973. (a) rit-as- tt) p. i. 4° (HUD 
staff.) [Includes transmittal notice, Dec. 6, 1973.] + 
HH 1.6/6 : 1125.3 rev. 
4010.1. Definitions, policy statements and general rulings, Change. 
Apr. 8, 1974. [61] p. 4 [Includes transmitting 
ceircular.}] + HAA 1.6/6 : 4010.1/ch.—2 
4125.1. Underwriting-technical direction for home mortgage insur- 
ance handbook [Nov. 1972]. Change. Apr. 2, 1674. [6] 
p. 4° (Housing Production and Mortgage Credit.) 

{Includes transmitting circular 1.] + 
HH 1.6/6 : 4125.1/ch. 
Endorsement for insurance for home mortgage insurance 
[programs], Change. Mar. 28, 1974. [4] p. 4° (Housing 
Production and Mortgage Credit.) [Includes transmit- 
ting circular 1.) + HH 1.6/6 : 4165.1/ch. 
Rental and cooperative housing for lower income families, 
sec. 236, Basic instructions, Change. Mar. 8, 1974. [4] 

p. 4° [Includes transmittal circular.}] + 

HB 1.6/6 : 4510.1/ch.—2 
10119 ‘2. Advance acquisition of land program. Feb. 1974. [39] 
p. 4° (HUD staff; Housing Management.) [Includes 

transmittal notice 1, Feb. 28, 1974.] + 
HH 1.6/6 : 6210.1 


10120 7350.5. Post-completion management neighborhod facilities grant 
program. Mar. 22, 1974. [21] p. 4° [Includes trans- 
mittal notice 5.) + HH 1.6/6: 7350.5/trans.5 

10121 7415.2. Low-rent public poceing. yoneteacten adn cane instruc- 
tions. Apr. 1974. [66 staff; Housing 
Production and lMortgrge ‘cretit} {Includes transmit- 
ting circular, Apr. 16, 1974.) + HH 1.6/6: 7415.2 

10122 Nondiscrimination in Federally-assisted programs. [July 5, 1973.] [2]+16 

p. 4° [Regulations under Title 6 of Civil rights act of 1964, as amended 
through July 5, 1973.) + HH 1.6: N 73 


10123 Questions and answers on FHA home property appraisals. [Jan. 1974.] [2] 
p. oblong 8° folded into narrow 8° size ({HUD 38-F (3).]) + @ Item 
582 HH 1.2: H 75/7/974 


10124 Statement of record, property report, sample of sub-division filing for Office 
of Interstate Land Sales Registration; prepared by Office of Interstate 
Land Sales Registration. [1973.] cover title, [43] leaves, f° * Paper, 
$1.65 (S/N 2300-00249). @ Item 582 HH 1.2: R 24/3 


10125 Urban intern program fact sheet. [May 1974.] [6] p. narrow 8° + 
HH 1.2: Ur1/9/974 


INDIAN HEALTH SERVICE, Health, Education, and Welfare Dept. 
Silver Spring, MD 20910 


10126 Community health medic of Indian Health Service, progress report as of 
Jan. 1973. [1978.] cover title, 16 p. il. 4° ([Office of Research and De- 
velopment.]) [Text on p. 2 and 8 of cover.] # HE 20.2652 : C 73/2 


10127 Indian Health Service, Office of Research & Development. [Mar. 1973.] 
cover title, 24 p. il. 4° [Text on p.3 of cover.] # HE 20.2652: H34/3 


INTERDEPARTMENTAL COUNCIL TO COORDINATE ALL 
FEDERAL JUVENILE DELINQUENCY PROGRAMS 
633 Indiana Ave. NW., Washington, DC 20530 


10128 Report, fiscal year 1978. Apr. 1974. v+67+185 p. 4° + © Item 1089 
Y3.J 98: 1/978 


*For Sale by Su tendent of Documents 
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INTERIOR DEPARTMENT 
Washington, DC 20240 


Norts.—Requests to the Interior ment for publications should give the full 
title and the date of the publication. not include Monthly Catalog entry numbers 
or Superintendent of Documents classification numbers, which should be used only 
when ordering from the Superintendent of Documents. 

10129 Listing of 1974-75 conservation publications and related subjects published 
by United States Department of Interior. [1974.] 4 p. 4° folded into 

oblong 24° size + @ Item 600-A 11.89: C 76/974-75 


Water Resources Scientific Information Center WRSIC (series). (Office 
of Water Resources Research.) 
73-216. Bra Pa rg YT alat bibliography. Dec. 1973. cover title, iv+478 p. 


= Pa eet 11.97 : 73-216 

73-218. Selected annotated tion ae on analysis of water io “we Sree’ 
; edited by Daniel ucks. Dec. 1973. vi+609 PA 

97: ° eeoisied 4 


33. 66. 
74-201. Phreatophytes, a oe hy ; [edited by Patricia Paylore]. Revised. [ Apr. 
1974.] cover title, ve fit 277 p. 4° @ Paper, ae waane 
4 


74-204. Com in water and waste water treatment, bibliography, “Apr, eo 
iv+131 p. 4° @ Paper, $3.00. 


INTERNAL REVENUE SERVICE, Treasury Dept. 
Washington, DC 20224 


Bulletin index-digest system, service (series). 

10134 2. Estate and gift tax, 1953-72, s . 2, Jan.—Dec., 1973. [1974.] 19 p. 4° (Pub- 
lication 642.) * Paper, $2.25 (basic volume and supplementary Fa 
for approximately 3 years) ; add 55c. for foreign mr eo 65 / @ Item 

6: 958--72/ supp. 2 
10135 3. Employment tax, , 1953-72 su 2, Jan.—Dec., 1973. (1974). 14 p. 4° (Publi- 
cation 643.) * Paper $2.4 (basic volume and supplementary material for 
indefinite period) ; add 60c. for foreign mailing e; Item 960 
ag Aan « 


10136 4. Excise tax, 1953-72, supp. Jan.—Dec., 1973. [1974.} "35 Pp. % 
644.) * Paper, $2. 55 baie volume and supplementary material for indefii. 


nite period) ; add 65c for foreign mailing. @ Item 960 
T 22.25/8 : 953—72/supp.2 


10137 Collection process (income tax accounts). Jan. 1974. 12 p.4° (Publication 
586.) [Pages 11-12 left blank for notes.] * Paper, 25c. (S/N 4804- 
00686). @ Item 964-B T 22.44/2: 586 


Looseleaf regulations system, service (series). 
10138 5. Procedure and administration, Transmittal 6. April 26, 1974. [10] p. 4° 
* Paper, $14.00 (basic and supplementary material for approximately 3 
years) ; add $3.50 for foreign mailing. @ Item 961 
T 22.19/38 : 5/973/trans.6 


INTERNATIONAL COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


Foreign economic trends and their implications for United States, ET 
(series). * Paper, $37.50 a yr., add $9.40 for foreign mailing. 

10139 74-011. Denmark. : 12 Bir 70-08 (American Embassy, Copenhagen.) {ou* 

annual. 3-087.] @ Item 231-I C 57.111: 74-011 

10140 74015. ntina. Mar. 1974 10 4° (American Embassy, Buenos Aires.) 

Semiannual. Supersedes eT 73-085. ] < Item 231-I 


C 57.111 : 74-015 

10141 74-017. Poland. April 1974 9p.4° [Annual.] @ Item 231-I 
C 57.111 : 74-017 
10142 74-019. Morocco. [Apr. ~ 8 Ee -e: 4° (American Embassy, Rabat.) [Semi- 
annual. Su 3-019.] @ Item 231-I C 57.111 : 74-019 
10148 74-021. Sri Lanka. Apr. 1974. 10 p. 4° (American Embassy, wer yt [Annual. 
Supersedes ET 72-120.) @ Item 231-I C 57. 74021 
10144 74-022. . Apr. 1974. 12 p. 4° (American Embassy, Canberra) {om 
al. Supersedes ET 73-102.) @ Item 231-1 C 57.111 : 74-022 
10145 74-023. Norway. Apr. 1974. 11 4° (American Embassy, Oslo.) [§ 
Supersedes ET 72-0 3.] @ Item 231-1 C 57.1 
10146 74-024. Liberia. Apr. 1974. 9 4° (American Embassy, Monrovia.) 
annual. Supersedes te ty @ Item 281-1 C 57.111: 
10147 74028. Philippines. Apr. no 14 of te (American Bmbassy, Manila. {Sums 
annual. Supersedes ET 109.) @ Item 231-I C57.111: 74028 
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Global market survey. 


10148 Export opportunities for electronics industry production and test gyetomest ; 
prepared by Office of International Marketing]. Apr. 1974. ifi+144 p. il. 4e 


* Paper, $1.75. @ Item 231-G-1 
L.C, card 74-601982 C 57.109 : El 2 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


10149 Decisions of Interstate Commerce Commission, Dec. 1970—July 1971. 1974. 
xv+917 p. il. (Interstate Commerce Commission reports, v. 339.) 
* Cloth, $9.60 (S/N 2600-00906). .@ Item 677 IC 1.6: 339 


Transport statistics in United States, for year ended Dec. 31, 1972. [Issued 
in sections as parts, punched for binders. This 1972 report when complete 


will consist of pts. 1, 5, 6, 7, 8, and 9.] 


10150 pt. 6. Pipe lines. [1973.] cover title, [1]+29 p. 4° * Paper, 80c. @ Item 699 
IC 1.25 : 972/pt.6 


JOHN E. FOGARTY INTERNATIONA\. CENTER FOR ADVANCED 
STUDY IN HEALTH SCIENCES, Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


10151 Chronic effects of mercury on organisms [with bibliography]; by I. M. 

Trakhtenberg. 1974. xx+333 p. il. 4° (DHEW publication (NIH) 74- 

473; Geographic Health Studies Program.) [Translated from Russian 
language.] * Paper, $3.45 (S/N 1753-00023). @ Item 507-C-1 

HE 20.3702 : M 53 


JOINT PUBLICATIONS AND RESEARCH SERVICE 
1000 N. Glebe Rd., Arlington, VA 22201 


Nore.—When ordering Joint Publications-Research Service publications from the Na- 
tional Technical Information Service, give the JPRS number in the order. Do not include 
Monthly Catalog entry numbers or Superintendent of Documents classification numbers, 
which should be used only when ordering from the Superintendent of Documents. 

Titles of JPRS aa " rts listed below were issued during the month, but were not 


cataloged separately. ce upon application). 


Meteorology and Sinton USSR, no. 6, 1974 ; JPRS 62864. 

People’s Republic of China scientific abstracts, nos. 97-98 ; JPRS 62797, 62922. 

Soviet public health, USSR, nos. 6—7, 1974: JPRS 62856, 6, 62929. 

Translations on Africa, 1507-1516; JPRS 62795, 62820, 62844, 62862, 62868, 62890, 
62904, 62916, 62926, 62957. 

Translations on Eastern Europe: Economic and industrial affairs, nos. 1146-1156; JPRS 
62772. 62799, 62815, 62832, 62853, 62872, 62886, a 62910, 62928, 62934. 

Translations on Eastern Europe: Political, sociological, and military affairs, nos. 946—956 ; 
JPRS 62773, 62816, 62831, 62841, 62860, 62871, este, 62891, 62912 62923 62938 

Translations on Eastern Europe: Scientific affairs, nos. 424-427; JPRS 62771, 62814, 


62852, 3. 
Translations on environmental quality, nos. 49-53; JPRS 62793, 62812, 62838, 62873, 


62956. 

Translations on Latin America, nos. 1159-1167; JPRS 62786, 62803, 62818, 62834, 62855, 
628638, 62888, 62924, 62951. 

Translations on narcotics and dangerous drugs, nos. 163-165 ; JPRS 62817, 62870, 62914. 

Translations on Near East, nos. yg wg fone 62770, 62788, 62805, 62821, 62829, 
62840, 62854, 62876, 62883, 62887, 62898, 62908, 62931, 62948. 

Translations on North Korea, nos. 373-374 ;: JPRS 62769, 62894. 

Translations on North Vietnam, nos. 1586-1594 ; JPRS 62768, 62781, 62794, 62807, 62830, 
62882, 62892, 62921, 

Translations on People's Republic of China, nos. 283-285 ; JPRS 62776, 62835, 62875. 

Translations o south and east Asia, nos. 495-500; JPRS 62787, 62833, 62849, 62867, 


62908, 6293 
Translations rs USSR yt 819-828 ; JPRS 62775, 62777, 62792, 62808, 62826, 


62845, 62858, 62881, 62889, 6 
——— on USSR economic affairs, nos. 609-626; JPRS 62767, 62779, 62796, 62801, 


62828, 62836, 62851, 62866, 62885, 62897, 62899, 62913, 62917, 62927, 62936, 


62939, 62949. 
Translations on USSR industrial affairs, nos. 311-314; JPRS 62789, 62802, 62850, 62901. 
Translations on USSR military affairs, nos. 1065-1072; JPRS 62783. 62810, 62824, 62839, 


62877, 62906, 62911, 62954 
Translations on USSR resources, nos. 526-535; JPRS 62774, 62791, 62806, 62825, 62842, 


62859, 62880, 62909, 62935, 62952. 
Translations on USSR trade and services, nos. see 406 ; JPRS 62790, 62798, 62813, 62827, 


62846, 62869, 62893, 62900, 62930, 62933, 62 
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Translations on Western Fe nos. 551-555 ; JPRS os 62819, 62857, 62884, 62896. 

USA: Economics, politics, ideology, no. 8, 1974 ; JPRS 62874 

USSR and East Europe scientific abstracts: Materials science and metallurgy, no. 17; 
JPRS 62837. 

USSR scientific abstracts : Physics and mathematics, no. 12; JPRS €2778. 


JPRS (series). 

10152 62710. Economic accountability and .oeeenips of work in scientific research and 
design, USSR [articles]; by M. L. Bashin. Aug. 13, 1974. cover title, 

{1]+a+108 p. 4° thio! eerare sean raschet v otraslevykh 

$0.06. KB, Planirovaniye rabor otraslevykh NII I 


KB, re @ Paper, 
: 13/62710 


JUSTICE DEPARTMENT 
Washington, DC 20530 


10153 Crime in Nation’s 5 largest cities, National crime panel surveys of Chicago, 
Detroit, Los Angeles, New York and Philadelphia, advance report. Apr. 
1974. v+29 p. 4° (Law Enforcement Assistance Administration, Na- 
tional Criminal Justice Information and Statistics Service.) + © Item 
717 J1.2: C 86/23 


10154 Internship program, vital working experience. [1974.] cover title, [8] p. il 
oblong 24° (Law Enforcement Assistance Administration.) + @ Item 
717 J12:In8 


10155 Law Enforcement Assistance Administration, grants and contracts, fiscal 
year 1973. [1974.] [1]+ii+391 p. 4° + © Item 717 J 1.33 : 973 


10156 Law of impeachment: App. 1, Concept of impeachable offense. Feb, 22, 1974. 
[8]+57 p. 4° ([Office of Legal Counsel.]) + J 1.2: Im7/app.1 


10157 Law of impeachment: App. 2, History of provisions of the Constitution 
relating to impeachment. Feb. 22, 1974. [6]+89 p. 4° ([Office of Legal 
Counsel.]) + J 1.2: Im 7/app.2 


Legal aspects of impeachment, overview. Feb. 1974. [1]+52 p. 4° ([Office 
of Legal Counsel.]) + 31.2: Im 7/2 


Legal aspects of impeachment, overview: App. 3, Historical statements on 
executive privilege 90 and impeachment. [1974.] [5]+32 p. 4° ([Office 
of Legal Counsel.]) (+ J 1.2: Im 7/2/app.3 


Legal aspects of impeachment, overview: App. 4, Judicial review of im- 
peachment convictions. [1974.] [5]+22 p. 4° ([Office of Legal 
Counsel.]) + J 1.2: Im 7/2/app.4 


Library book catalog: Periodicals catalog. Dec. 1973. cover title, [1]+48 
p. 4° (Law Enforcement Assistance Administration, National Institute 
of Law Enforcement and Criminal Justice, Technology Transfer Divi- 
sion.) [Consolidated Library Book Catalog of Law Enforcement As- 
sistance Administration, Federal Bureau of Prisons, and Drug Enforce- 
ment Administration.] * Paper, 90c. @ Item 717-G 

J 1.20/83: P 41/973 


2 Library book catalog: Title catalog, supp. Dec. 1973. cover title, ii+50 p. 
(Law Enforcement Assistance Administration, Drug Enforcement Ad- 
ministration, Federal Bureau of Prisons, Technology Transfer Divi- 
sion.) + @® Item 717-G J 1.20/38 : T 53/972-2/supp.—2 


LABOR STATISTICS BUREAU, Labor Dept. 
Washington, DC 20210 


Bulletin. 
1795—7. Area wage survey, Raleigh. N.C., metropolitan area, Dec. 1973. [Apr. 
1974.] cover title, 30 p. oblong 12° * Paper, 65c. @ Item 768 
L 2.3: 1795-7 
Monthly labor review, reprint. 
10164 2984. Anatomy of price change; [by] Toshiko Nakayama. [1973.] 61-67 p. 4° 
[From Dec. 1978 issue.} + L 2.6/a : 2034 
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GOVERNMENT PUBLICATIONS 


LAND MANAGEMENT BUREAU, Interior Dept. 
Washington, DC 20240 


Final environmental statement. 


v. 3. Proposed 1974 Outer Continental Sheif, oil and gas general lease sa 
shore Texas [with list of literature cited] 1974. cover title, [392] p : “n° rs 
FES 74-14; a ) * Paper, $3.95 (S/N 2411-00048). @ Item 631 
.C. card 7460239 1 53.2 : En 8/974/v.3 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Ataturk and Turkey, bibliography, 1919-38; compiled by Abraham 
Bodurgil. 1974. [7] +74 p. 4° * Paper, $1.20 (S/N 3020-00011). @ Item 


806-G 
L.C. card 73-18313 LC 17.2: At 1/919-38 


Children’s books, 1973 list of books for preschool through junior high 
school age; compiled by Virginia Haviland and Lois B. Watt. 1974. 16 
p.4° (ISSN 0069-3464.) * Paper, 30c. @ Item 806-I 
L.C. card 65-60014 LC 2.11: 973 


Directory of information resources in United States: Federal Government, 
with supplement of Government, Sponsored Information Analysis Cen- 
ters. Revised edition. 1974. iv+416 p. 4° (ISBN 0-8444-0116-1; Science 
and Technology Division, National Referral Center.) * Paper, $4.25 
(S/N 3000-00067). @ Item 787-A 
L.C. ecard 7838-22041 LC 1.31: D 62/8 


Francesco Petrarca, musical settings of his works from Jacopo da Bologna 
to present, checklist; compiled by Jon Newsom. 1974. iii+[1]+29 p. 
oblong 12° (Music Division.) + 
L.C. card 74-6359 LC 29.2: P 44 


MANAGEMENT AND BUDGET OFFICE, Executive Office of the 


President, Washington, DC 


Social indicators, 1973, selected statistics on social conditions and trends 
in United States; [Compiled by Statistical Policy Division]. [1974.] 
xiv+258 p. il. 4° [Prepared for publication by Social and Economic 
Statistics Administration, Department of Commerce. Illustrations are 
colored.] * Paper, $7.80 (S/N 0324-00256). @ Item 854 
L.C. card 73-600356 PrEx 2.2: So 1/973 


MARINE CORPS (Navy), Defense Dept. 
Washington, DC 20350 


Marines in Vietnam, 1954-73, anthology and annotated bibliography. 1974. 
[2]+viii+277 p. il. 4° (History and Museums Division; [PCN 190 
003040 00].) * Paper, $2.65 (S/N 0855-00070). @ Item 383-B 
L.C. card 74-601520 D 214.13: V 67/954-78 


MARITIME ADMINISTRATION, Commerce Dept. 
Washington, DC 20548 


Decisions of Maritime Subsidy Board, Maritime Administration, Depart- 
of Commerce, v. 2, Oct. 1964—-Feb. 1969. 1973. xv-+987 p. * Cloth, $9.50. 
(S/N 0807-00086). @ Item 233-A C 39.226 : 2 


38 Inventory of American intermodal equipment, 1973. [1974.] vi+42 p. 


oblong 12° ({[Office of Ports and Intermodal Systems, Division of In- 
termodal Transport.]) * Paper, 90c. @ Item 235 C 39.237 : 973 


Marad 1978, annual report of Maritime Administration for fiscal year 1973. 


Apr. 1974. iv+[2]+98 p. il. 4° * Paper, $1.45. © Item 233 
C 39.201 : 973 
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MEDICINE AND a me ry! d Gtevy)» Defense Dept. 
Washington, D 


10175 Manual of Medical Department [1973], Change 81. Feb, 14, 1974. [46] p. 4° 
{Issued with perforations.] # D 206.8/2 : 978/ch.81 


U.S. Naval Submarine Medical Center, Submarine Base, Groton, Conn. : 


Report. 
764. Factors Pon pane to drug abuse in submarine service: 3, Coepoctertatic bio- 
cal profiles and related data [with list = references] ; y Benjamin 
exbrew and Ernest M. Noddin. Sept. 24, 1973. cover titre v+30+3 
+[2] p. il. 4° [Research work unit MF 51. 524.004.2000D ASK.0 1] ee 


MINES BUREAU, Interior Dept. 
Washington, DC 20240 


10177 Abrasive materials in 1978; prepared in Division of Nonmetallic Minerals- 
Mineral Supply. May 16, 1974. 4 p. 4° (Mineral industry surveys.) 
[Annual advance summary.] + Mines Bureau, Pittsburgh, PA 15213 

I 28.116 : 978/advance 


Antimony in 1978; prepared in Division of Nonferrous Materials. Dec. 21, 
1973. 2 p. 4° (Mineral industry surveys; annual, preliminary.) 
+ Mines Bureau, Pittsburgh, PA 15213 I 28.95/2 : 973/prelim. 


10179 Assessment of impact of air quality requirements on coal in 1975, 1977, and 
1980 [with bibliography] ; prepared in Division of Fossil Fuels, Mineral 
Supply. Jan. 1974. cover title, [2]+234+ [1] p. 4° (Mineral industry 
surveys; supplement to Bituminous coal and lignite distribution re- 
ports.) + Mines Bureau, Pittsburgh, PA 15213 I 28.33/2 : 974/supp. 


Bulletin. 
10180 666. Chemical thermodynamic properties of hydrocarbons and related substances, 
——- of alkane hydrocarbons, C-—1 through C-—10, in ideal gas state 
m 0 to 1500 K [with list of references] ; by Donald W. Scott. [1974.] 
vi+187 p. il. 4¢° [Work spo peered jointly by American Petroleum Insti- 
tute and Ppareau ° Mines. | APT research project 62 on Thermodynamics 
of hydrocarbons from tas. }) * Paper, $2.55 (S/N 2404-1547). 
@ Item 636 I 28.3: 666 
10181 Ferroalloys in 1978; prepared in Division of Ferrous Metals. Jan. 7, 1974. 
2p. 4° (Mineral industry surveys.) [Annual, preliminary.] -+ Mines 


Bureau, Pittsburgh, PA 15213 I 28.142 : 973/prelim. 


Gypsum in 1978; prepared in Division of Nonmetallic Minerals. Dec. 26, 
1973. 1 p. 4° (Mineral industry surveys; annual, preliminary.) 
+ Mines Bureau, Pittsburgh, PA 15213 I 28.32/2 : 973/prelim. 


Information circular. 
10183 8618. Overcoring equipment and techniques used in rock stress determination 
[with list of references]; by Verne E. Hooker and David L. Bickel. 
{1974.] [2]+11+32 p. il. 4° + Mines Bureau, Pittsburgh, PA 15213 
@ Item 637-A I 28.27 : 8618 
10184 8630. Ground control aspects of coal mine design, proceedings Bureau of Mines 
technology transfer seminar, Lexington, Ky., Mar. 6, 1973 [with lists of 
references]; by Staff, Mining Research. [1974.] [2]+1i1+188 p. il. 4¢ 
+ Mines Bureau, Pittsburgh, PA 15213 @ Item 687-A_ I 28.27 : 8630 
10185 8635. Mine communications, proceedings Bureau of Mines technology transfer 
seminar, Bruceton, Pa., Mar. 21-22, 1973; by Staff, Mining Research. 
(1974.] [3]+86 p. il 4e [New mine comunications and interfacing 
capabilities table, 1 p. oblong 12° issued also.}] -+ Mines Bureau, Pitts- 
burgh, Pa. 15213 @ Item 637-—A 1 28.27 : 8635 


10186 International petroleum annual, 1972: Mar. 1974. cover title, [1]+30 p. il. 


4° + Mines Bureau, Pittsburgh, PA 15213 ‘@ Item 642-A 
I 28.43/38 : 972 


Petroleum products survey (series). (Mineral industry surveys. ) 
10187 84. Aviation turbine fuels, 1973; [by Ella Mae Shelton]. Mar. 1974. cover title, 
{[1]+18 p. 4° (Battlesville Energy Research Center.) -+ Mines Bureau, 
Pittsburgh, PA 15213 @ Item 642-—A 1 28.18/38: 84 
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10188 Platinum-group metals in 1973 ; prepared in Division of Nonferrous Metals. 
Jan. 8, 1974. 1 p. 4° (Mineral industry surveys; annual, preliminary.) 
+ Mines Bureau, Pittsburgh, PA 15213 I 28. T7/2: 973/prelim. 


Preprint from 1972 Minerals yearbook. 

10189 Cement; [by Brinton C. Brown]. [1974.] [2]+41 p. * Pa . 45c. 
37/a: C 332/972 
10190 Crude petroleum and petroleum products; [by James G. Kirby, David A. Carleton, 

and tty M. Moore]. [1974.] [2]+118 p. il. ets i $1.15. 

1 28.37/a: Ran hag! A 
10191 Fluorspar and cryolite; [by H. B. Wood]. [1974.] [2]+17 p. * Paper, 30c. 
1 28.37/a: F673/972 


10192 Lime; [by Avery H. Reed]. [19074.] [2]+8 p. il. SPER 25c. 
1 28.37/a : L. 629/972 
10193 Minor nonmetals; [by Staff, Division of Nonmetallic aed, jets. 4 24 
p. fl. * Paper, 25c. stim 
10194 Natural gas liquids ; [by 8. O. Wood, jr. and Leonard L. Paneli} pots) 1,214 
il. * Paper, 30c. G2 / 72 


Pp. 
10195 Zinc ; [by Albert D. McMahon, John M. Hague, and Herbert : "abltake], [1974.] 
(2}+ 5 p.il. * Paper, 4 40c. I 28.37/a: Z 66/972 
10196 Zirconium and hafnium; [by Sarkis G. Ampian]. [1974.] [2]+12 p. * Paper, 
25c. 1 28.37/a: Z 68/972 


Report of investigations. 


10197 7861. Atomic absorption methods of analysis of oilfield brines, barium, calcium, 
copper, iron, lead, lithium, a. manganese, potassium, sodium, 
strontium, and zine [with list of references] ; by Gordon EB. Fletcher and 
A. Gene Collins. fiers. ] (8) +14 p. il. 4° + Mines Bureau, Pittsburgh, 
PA 15213 @ Item 637-A I 28.23 : 7861 


Technical progress report. 

10198 77. Noncaking coal gasified in stirred-bed pretaees i by R. V. Rahfuse, G. B. 
Goff, and A. J. Liberatore. Mar. 1974. [3]+* p. il 4° (Clean Energy 

Program.) + Mines Bureau, Pittsburgh, PA 15213 @ mer 637—A 
28.26/6 : 77 
10199 Tungsten in 1973; prepared in Division of Ferrous Metals. Pier 26, 1973. 
(2] p. 4° ‘(mineral industry surveys.) [Annual preliminary.] -+ Mines 
Bureau, Pittsburgh, PA 15218 I 28.73/2 : 973/prelim. 


MOTOR CARRIER SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


10200 Crash/injury-ejection study, commercial vehicle accidents, 1970-71. Dec. 
1973. [5] +19 p. 4° + TD 2.302 : C 85/970-71 


NATIONAL ADVISORY COUNCIL ON ADULT EDUCATION 
425 13th Street NW., Pennsylvania Bldg., Suite 1144 
Washington, DC 20004 


10201 Annual report, 1974. Mar. 1974. cover title, [3]+36 p. il. 4° + © Item 


1089 
L.C. card 72-77178 Y 3.Ed 8/4: 1/974 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washington, DC 20546 


10202 Abstracts, third Space Processing Symposium, Skylab results, Apr. 30- 
May 1, 1974, Marshall Space Flight Center, Ala. [1974.] v+40 p. 4° 
= NAS 1.2: Sk 9/10/ab. 


10203 Jupiter as viewed from Pioneer 10 [colored poster]. [1974.] 8 x 10 in. 
[Issued in envelope for mailing.] * Paper, 60c. @ Item 830-C 
NAS 1.48: J 97/2 


10204 Mission oriented R&D and advancement of technology, impact of NASA 
contributions, final report, v. 1; prepared by Martin D. Robbins, John A. 

Kelley, Linda Elliott. May 1972 [published 1974]. [3]+iv+65 p. il. 4° 
(Industrial Economics Division, Denver Research Institute, University 

of Denver.) [Contract NSR 06-004-068.] * Paper, $1.15. @ Item 830-C 

NAS 1.2: T 22/6/v.1 
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NASA contractor report CR (series). 
2046. Curvature-corrected Kirchoff formulation for radar sea-return from near 
vertical [with list a Ler ger yh ; by Frederick C. Jackson. Apr. 1974. 
cover title, v+71 p @ Paper, $3.75. NAS 1.26 : 2046 
2372. SNAP-8 refractory ier pa Ba. am [with list of references] ; 
by R. A. Fuller. Apr. 1974. cover title, xi+ 218 p. il. 4° oS; ies by 
neral Electric Company, Cincinnati, Ohio.} @ oe, Aes onre 
1.26: : 


2376. Handbook of noise ratings [with lists of references] ; by Kani 8S. Pearsons 
and Ricarda L. Bennett. Apr. 1974. cover title, vili+326 p. il. 4° 
[Prepared by Bolt Beranek and Newman, Inc., Canoga Park, Calif.] 
@ Paper, $7.00. NAS 1.36: 2376 

2384. Integrated ‘power/attitude control system Sy study: v. 2, Cone 
tual designs [with lists of references] ; 7M -E. Notti [and others). 
Apr. 1974. cover title, xii+ 202 p. il. 4° [ Hy nang by Te Inter- 
national Space Division, Downey, Calif.] 

aes 1.26 : 2384 


On theory of compliant wall drag reduction in turbulent boundary layers 
{with list of references] ; by Robert L. Ash. Apr. 1974. cover title, 
iv+4l1 p. iL 4° [Prepared by Old Dominion University, Norfolk, Va.] 
@ Paper, $3.25. NAS 1.26 : 2387 

Acoustic radar investigations of poraaety layer phenomena [with list of 
references] ; by Jacky R. Marks. May 1974. cover title, ix+65 p. il. 4° 

ared by University of Oklahoma, Norman, Okla. | Paper, 
3.75. AS 1.26 : 2432 

. Zero- gravity cloud physics jane eg Mir gs ag 5, program NaeBnition and 

| tesa om § laboratory concept studies ; , 2 R. Eaton and E. V. 

reco. Sept. 1973. cover title, xiv+316 p. il. 4° [Prepared by Space 

Sciences Department, McDonnell Douglas Astronautics Company, 
Huntington Beach, Calif. @(Price upon application). 

NAS 1.26 : 129013 

129021. Statistical analysis of flight times for space shuttle ferry rte 4 [with 

list of references]; by M. E. Graves and M. Perlmutter. Jan. 1974. 

cover title, iv+36 il, 4° [Prepared by Northrop Services, Inc. 

Huntsville, Ala.] Gi iprice jade saplication): NAS 1.26: 129021 


10213 NASA 1973 payload model, space opportunities, 1973-91. Oct. 1973. cover 
title, ii+v+70 p. 4° [Planning use only.] # NAS 1.2: P 29 


NASA SP (series). 
10214 340. Atpeni of Titan, proceedings of workshop held at Ames Research Center, 
July 25-27, 1973 [with bibliography] ; edited by Donald M. Hunten. 1974. 


x+177 p. il. 4 QiPeve, $5.25. 
L.C. card 74-601355 NAS 1.21 : 840 


NASA technical memorandum TM (series). 

X-2852. Experimental investigation of damping contribution of elastomeric 
ablator on aluminum beams [with list of roe ; by William E. 

Howell. Apr. 1974. cover title, [1]+21 p.il.4° @ oe $3.00. 
AS 1.15 : X-2852 
X-—2912. Feasibility of space disposal of radioactive nuclear wale 2, Technical 
summary [with list of references]. May 1974. cover title, ix+119 
p. i. 4¢ @ Paper, $4.75. NAS 1.15 : X-2912 


X-—2913. Comte we for s ~ yy kernel-function fiutter analysis of 
ng 


in lift surfaces [with list of references]; by Herbert J. Cun- 
po a Apr. 1974. cover title, 111+68 p. il. << ris s $3.75. 
1.15 : X-2913 
Investigation of several NACA 1-serles cbiiiaiaaste oo at Mach 
numbers from 0.4 to 1.29 [with list of references] ; by — J. Re. 
Mar. 1974. cover title, [1] +141 p. fl. 4° @ Paper, $4.5 
NAS 1. Ss: X-2917 
Experimental investigation at Mach 8 of effects of projections and 
cavities on heat transfer to model of Viking aeroshell [with list of 
references] ; by Theodore R. Creel, jr. Apr. 1974. cover ite {11+53 
p. il. 4° @ Paper, $3.75. NAS1 : X-2941 
Effects of simulated ene on Skylab parasol ane pit on list 
ad references] ; by Wayne S. Slemp. May 1974. cover ate, {1]+19 
.iLé4e @ Paper, $3.00. NAS 1.15 : X—2965 
gerwane slanted slot throat stability bypass to increase ciate airflow 
range of Mach 2.5 inlet with 60-percent internal contraction [with 
list of a eaaete by Robert Shaw, Glenn A. Mitchell, ane 
Bobby W. Sanders. May 1974. cover title, [1] +47 p. il. 7 @ Pape 
$3.25, NAS 1.15: X— 2073 
Venting characteristics of gaseous helium and nitrogen discharging into 
free stream at Mach numbers from 0.60—-1.57 [with list of refer- 
ences} ; by Albert L. Johns and Merle L. Jones. Apr. 1974. ws -, 
[1] +15 p. il. 4° @ Paper, $3.00, NAS 1 : X-2995 
Development concept for small, eawe heat- pipe-cooled A re- 
actor [with list of references] Edward Lantz, Roland wo 4 
and George F. Niedierauer. cover title, [1]+32 p. il. ; A 
$3.25. NAS1 x 2096 
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X-—3015. a and distribution a rg of single-element fuel indoctens for 
rsonic combustors [with list of references] ; by x ¥. . Povi- 
. Mar. 1974. cover title, [1] +22 p. il. 4° ah yt $2. 


X-3017. Eiffect of screen-induced total-pressure Gotertes on axial-flow com- 
=~5 ad stability [with list of references 
7, *. . Johnsen, and Paul L. Burstadt. 
+78 p. il. 4° @ Paper, $4.00. NAS 1.15 : X-3017 
X-—3028. pressure tess and flow ‘wefficients inside chordwise-finned, impingement, 
os one film air-cooled turbine vane [with list of references] ; 
ee Hippensteele. Apr. 1974. cover title, wid T28 p. il. 4° 
X-3043. § ¢ Pave ait i, '-™ t Steneetiensh aiakees ot 
X-3043. elf-teaching al-computer program for fail-operational control] o 
turbojet engine in sea-level test stand [with list of references] ; by 
— 2 allhagen and Dale J. Arpasi. Apr. 1974. cover title. f1) 
4° @ Paper, $3.25. NAS 1.15 : X-3043 
Buraing? a solids in oxygen-rich environments in normal and reduced 
xm [with list of references]; by Charles R. Andracchio and 
H. Cochran. May 1974. cover title, rt p. iL 4° 
@ Paper. $3.00. AS 1.15 : X-—3055 
X-64751. October 1973 s = tay traffic model: by Shuttle Utilization Plan- 
ning Office, cram erate Revision 2. Jan. 1974. cover title, 
+ 11-4 vit + 200 p. ty. 4¢ Price upon application). 
NAS 1.18: X-64751/rev.2 
X-—64798. o- 1973 NASA mission model analysis and economic assessment [with 
list of references] ; by Shuttle Utilization Planning Office. ho 
Development. Jan. 1974. cover title. vii+76 p. a 4e (George C 
Marshall Space Flight Center.) @(Price upon application). 
NAS 1.15 : X-64798 
X-—64803. Remote sensing in agriculture [with list of references] by Sanford W. 
Downs, jr. Feb. 12. 1974. cover title, iv+25 p. il. 4e [Some illustra- 
tions are colored.}] @(Price upon application). 
NAS 1.16 : X-64803 
10232 X-64827. Spacelab phase B study, environmental control system, component 
handbook ; by R. A. Burns and A. J. ignatonis. Mar. 1974. cover title. 
ix+80 p il. 4° @(Price upon application). NAS 1.15 : X-64827 
102338  X-~64832. MSFC sortie lab environmental control system (ECS) phase B design 
study results; by A. J. Ignatonis and K. L. Mitchell. Mar. ahd — 
title, xili+244 p. il. 4° (Astronautics Laboratory.) ees 
application). NAS 1.15: X64832 


NASA technical note TN (series). 
10234 D—7398. Experimental study of sharp- and blunt-nose streamwise corners at 
Mach 20 [with list of references]: by Ralph D. Watson. Apr. 1974. 
cover title, [1]+77 p. fl. 4° @ Paper, $4.00. NAS 1.14: D—-7398 
10235 D-—7403. Aerodynamic heating and loading within large open cavities in cone- 
eylinder-flare models at Mach 6.7 [with list of refere 
Roane Hunt. Mar. 1974. cover title, [1] +54 p. il. us 


D-7409. Iterative methods for plasma-sheath calculations. application to spherical 
probe [with list of references] ;: by Lee W. Parker and E. C. Sullivan. 

Mar. 1974. cover title, 11+18 p. "a. 4° @ Paper, 00. 
NAS 1.14 : D-7409 


. Optical analysis of compound quasi-microscope for planetary landers 
{with list of references]; by Stenhen D. Wall. Ernest E. Burcher 
and Friedrich O. Huck. Apr. 1974. cover title, [11+35 p. fl. 4° 
@ Paper. $3.25. NAS 1.14 : D-7414 

55. Laterel Mentie and dynamic aerodynamic parameters of Kestrel _— 
(XV-6A) extracted from flicht data [with list of references] ; 
William T. Suit and James 1... Williams. Apr. 1974. Jon title. rt 
+42 p. il. 4° @ Paner, $3.25. NAS 1.14 : D-7455 

. Effect of inertia pronerties on attitude — of nonrigid «pin- stabilized 
spacecraft [with list of references]: by W. E. Lene and J. P. Young. 
Apr. 1974. cover title, 111+16p.iL.4° @ Paper, $3.00 

NAS 1.14 : D-748#8 


. Shear-stress intensity factors for elastic sheets with cover plates [with 

list of references! ; bv W. B. Fichter. Apr. 1974. cover title. [11+ 25 

p. il. 4¢ @ Paper. $3.00. NAS 1.14 : D—-7473 

Comnarison of acoustic performance of 5 muffler conficurations on small 

helicopter [with list of references! : hv Robert J. Pere and Devid A. 
Hilton. May 1974. cover title, [1]+35 p. fl. 4¢ @ Paner. £3.25. 

NAS 1.14 : D-7495 

. Average daily variations in magnetic field »s observed by ATS—5 [with 

py er ng gt by Thomes TF.. — Mar. 1974. cover title tii+ 97 

+A-14 p. il. 4° @ Paper. $3.00 NAS 1.14: D—-7496 

. Elastohydrodynamic film thickness formula based on X-ray measurements 

with synthetic naraffiric of] [with list of references): by Stuart A. 

Loewenthal, Richard J. Parker. and Erwin V. Zaretakv, Nec 1972 

cover title, [1]+21 p. 11 4° @ Paper. $2.75. NAS 1.14: D-7502 

. Comparison of measured and calculated velocity vrofiles of leminear in- 

ee fres Jet at low Reynolds numbers [with list of refer- 

ences]; by George C. Greene. May 1974. cover title. [11-18 n. il. 4° 

@ Paper, ‘$3.00. NAS 1.14 : D-7510 
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Ocrosrer 1974 


rimental and analytical determination of vibration characteristics 

of corrugated, flexibly supported, heat-shield panels [with list of ref- 
erences] ; b Huey D. Carden. May 1974. cover title, [1] +22 p. il. 4° 

@ Paper, $3.00. NAS 1.14: D-7562 

. On use of thick-airfoil theory to design airfoil families in which thick- 
ness and lift are varied independently [with list of references] ; by 
Raymond L. Barger. May 1974. cover title, [1] +13 yr 4° @ Paper 
3.00. AS 1.14: D—-7579 


. Apollo experience report, command and service module milestone review 
process ; by Harmon L. Brendle and James A. York. Mar. 1974. cover 
title, vii+104 p. fl. 4° @ Paper, $4.25. NAS 1.14 : D-7509 

. Effect of cyclic conditions on dynamic oxidation of gas turbine super- 
—_ {with list of references] ; by James R. Johnston and Rich: L. 
Ashbrook. Apr. 1974. cover title, iii+21 p. il. 4° ¢ oT $3.00. 

AS 1.14: D-7614 


. Comparison of isothermal and clic oxidation behavior of 25 com- 
mercial sheet alloys at 1150° C [with list of references] ; by Charles A. 
Barrett and Carl E. Lowell. Apr. 1974. cover title, [1],+49 p. il 4° 

Paper, $3.25. NAS 1.14: D-7615 

. Endurance testing of downstream cathodes on low-power MPD thruster 
[with list of references] ; by James A. Burkhart and James R. Rose. 
Apr. 1974. cover title, [1]+24 p. il. 4° @ Paper, $3.00. 

NAS 1.14: D-7616 

. Evaluation of tantalum-alloy-clad uranium mononitride fuel specimens 
from 7500-hour, 1040° C pumped-lithium-loop test [with lst of ref- 
erences} ; by Gordon K. Watson. Apr. 1974. cover title, iii+ 31 po. 4 

NAS 1.14: D-7619 


Paper, $3.25. 

‘ Didtrential analysis for turbulent boundary layer on compressor blade 
element (including boundary-layer separation) [with t of refer- 
ences] ; by James F. Schmidt and Carroll A. Todd. Apr. 1974. cover 
title, [1}+28 p. il. 4° .@ Paper, $3.25. NAS 1.14: D-7685 

. Effect of geometrical and flow parameters on high-effectiveness — 
of film cooling [with list of references] ; by Willis H. Braum. r. 
1974. cover title, [1]+29 p. il. 4° @ Paper, $3.25. 

NAS 1.14: D-7636 

A dagen of boundary integral method to elastoplastic analysis of 
Y-notched beams ; by Walter Rzasnicki [and others]. Apr. 1974. cover 
title, [1] +42 p. il. 4¢ @ Paper, $3.25. NAS 1.14 : D-7637 

. Research turbine for high-temperature core engine application: 2, Effect 
of rotor tip clearance on overall performance [with list of references] ; 

y Edware M. Szanca, Frank P. Behning and Harold J. Schum cover 
title [1]+27 p. il 4¢ @ Paper, $3.25. NAS 1.14: D-7639 


. Calculation of supersonic stream parameters of real gas from measurable 
quantities using FORTRAN IV routines [with list of references] ; by 
0 


Robert C. Johnson. Apr. 1974. cover title, [1] +87 p. il. 4° @ Paper, 

75. NAS 1.14: D-7653 

. Wicking of liquids in screens [with list of references]; by Eugene P. 
Symons. May 1974. cover title, [1] +30 p. il. 4° @ Paper, $3.25. 

NAS 1.14 : D-7657 

. Combined quadrupole-dipole model for inlet flow distortion noise from 

subsonic fan [with list of references] ; by Marvin E. Goldstein, James 

H. Dittmar and Thomas F. Gelder. May 1974. cover title. [1] +45 p. il. 

4° @ Paper, $3.25. NAS 1.14 : D-7676 


NASA technical report R (series). 
408. Analysis of finite-size phase arrays of circular waveguide elements [with 
list of references] ; by M. C. Bailey. Apr. 1974. cover title, iii+ 124 p. il. 4° 
[Near field coupling between elements of finite planar array of circular 
apertures, Doctor of Phil hy in Electrical Engineering thesis, Virginia 
Polytechnic Institute and State University, Blacksburg, Va., Dec. 1972.] 
@ Paper, $4.75. NAS 1.12: 408 
412. Analysis of laminated, compoaten, circular cylindrical shells with gas 
ery 4 conditions ; by 8S. Srinivas. Apr. 1974. cover title, [1] +-76 p. il. 
4° @ Paper, $4.00. NAS 1.12: 412 
NASA technical translation TT (series). 


F—806. Civil aviation in USSR (50th anniversary of its formation); by A. F. 
Askenov. Apr. 1974. cover title, v+46 p. il. 4° [Publication of Znaniye 
Press, Moscow, 1973.) @ Paper, $3.25. NAS 1.13/2: F-806 


NASA’s university program, active grants and research contracts, fiscal 
year 1978. [1974.] cover title, [349] p. 4° (Office of University Affairs.) 
[Text on p. 2 of cover.] ‘@ Paper, $2.50. @ Item 830-V NAS 1.42: 973 


NATIONAL ARCHIVES AND RECORDS SERVICE, General Services 
Administration, Washington, DC 20408 


Historical materials in Herbert Hoover Presidential Library. Mar. 1973. 
v+87 p. 4° [Illustration on cover.] + GS 4.2: H 76/2/9738 
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NATIONAL BUREAU OF STANDARDS, Commerce Dept. 
Gaithersburg, MD 20760 


10264 Management of data elements in information processing, proceedings of 
symposium sponsored by American National Standards Institute and 
National Bureau of Standards, Jan. 24-25, 1974, Gaithersburg, Mary- 
land; Hazel E. McEwen, editor. Apr. 1974. twee tag 4 
(COM 74-10700.) @ Paper. $9.75. @ Item 244 :D26 


NBSIR (series). 
10265 74-430. Chemical kinetics data survey : 7, Tables of rate and photochemical data 
for modelling of stratosphere [with list of references]; by David 
Garvin, R. F. Hampson, editors. Revised [edition.] Jan. 1974. ii+102 
p. iL 4o (Physical Chemistry Division, Institute for Materials Re- 
search.) [Prepared for Climatic Impact “Assessment Program, Depart- 
ment of Transportation. Supersedes NBSIR 73-203, May 1978. hese 
3.5 


Special publication. 
391. Report of 58th National Conference on Weights and Measures, 1973, s 

sored by National Bureau of Standards, attended by officials from various 

States, counties, and cities, and representatives from U.S. Government, 

industry and consumer organizations, Minneapolis, Minn., July 22—27, 

1973; Report editors; Sandra J. Mer Richard N. Smith. May 1974. 

oe pene p. i * Paper, $2.50 (S/N 0303-01260). @ Item 247 

L.C. card 26—27766 C 13.10 : 391 

10267 392. Vibrationally excited hydrogen halides, bibliography on chemical kinetics of 
chemiexcitation and energy transfer processes (1958-73) [with list of 

references ; by} Francis Westley. Apr. 1974. vill+72+ [1] p. 4° (Chem- 

ical Knetics Information Center, Institute for ae Research. ) 

* Paper, $1.30. @ Item 247 C 13.10: 392 

10268 393. Colorimetry and spectrophotometry: Bibliography of NBS publications. 
— 1906—Jan. 1973; by Kenneth L. Kelly. Apr. 1974. [2]+51+[1] 

4° (Building Environment Division. Center for Building Technology, 

Tnstitute for Applied Technology.) * Paper, 95c. @ Item p+! ie: ane 


Technical note. 
649. Standards of time and frequency in U.S.A. [with list of references; by] 
James A. Barnes and G.M.R. Winkler. Feb. 1974. iv+86+-[1] p. il. 4° 
(Time and Frequency Division, Institute for Basic Standards.) [Also 
published as chap. 11, Time and ga & theory and fundamentals, NBS 
monograph 140.] * Paper, $1.00. @ Item 249-A C 13.46 : 649 
651. Scattering-matrix description and near-field measurements of gig 
transducers [with list of references; by] D. M. Kerns. Mar. 1974. ili+40 
il. 4° (Blectromagnetics Division, Institute for Basic Standards. ) 
Paper, 50c. @ Item 249-A C 13.46 : 651 
803. Guide to networking terminology: [by] A. Neumann. 1974. vi+21+[1] 
p. 4° (Systems and Software Division, institute for Computer Sciences 
and Technology.) [Sponsored by National Science Foundation.] * Paper, 
80c. @ Item 249-A C 13.46: 803 
824. Laboratory study of some performance characteristics of aluminum oxide 
humidity sensor [with list of references; by] Saburo Hasegawa [and 
others]. Mar. 1974. ili+23+ [1] p. iL 4° (Mechanics Division, Institute 
for Basic Standards.) * Paper, 65c. @ Item 249-A C 13.46 : 824 


Voluntary product standard PS (series). 


10273 59-73. Prefinished hardboard neling. [Feb. 1974.] cover title, li+5 p. 4° 
(American National Standards Institute. American National Standard 
A_ 185.5—1973.) [Effective Oct. 23, 1973. Supersedes CS 176-58.) 
* Paper, 45c. @ Item 243 C 13.20/2: 59-73 


NATIONAL CANCER INSTITUTE, Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


National Cancer Institute NCI monograph. 

10274 40. National cancer gram and international cancer research (Condevense. 
Bethesda, Md., Dee. 27, 1972 with list of references : ag S John R. 
Heller and Anthony M. Bruno]. Feb. 1974. vii+91 p. il. 4° EW pub- 
lication (NIH) 74-351.) {Sponsored in cooperation with pe .. ad Re- 
search Society of America, American Association for Advancement of Sci- 

ence.] * Cloth, $4.70 (S/N 1742-00072). @ Item 507-L 
HE 20.3162: 40 


10275 Third national cancer survey, advanced three year report, 1969-71 inci- 
dence (excluding carcinoma in situ); prepared by Biometry Branch. 
[Feb. 1, 1974.] [1]+ii+8+ [83] p. il. oblong 8° (DHEW publication 
(NIH) 74-687.) + @ Item 507-G-2 HE 20.3152 : N 21/2/969-71 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
#Not Available for Sale or Distribution 





Ocroser 1974 


NATIONAL CENTER FOR HEALTH STATISTICS, Health, Education, 
and Welfare Dept., Washington, DC 20201 


10276 Proceedings of Public Health Conference on Records and Statistics, 18th 
national meeting, special session, toward cooperative system of health 
statistics assessment of conference week, June 18, 1970, Washington, 


D.C. [July 25, 1972.] [1]+iii+44 p. 4° ([Doc. no. 639.6.]) + 
HE 20.2214 : 970-2 


Vital and health statistics: Series 11, Data from Natiagal health survey. 


10277 134. Color vision deficiencies in youths 12-17 years of age [with list of refer- 
ences; by David Slaby and Jean Roberts]. Jan. 1974. iv+-34 p. il. 4° 
(DHEW publication (HRA) 74-1616; [Division of Health Interview Sta- 
tistics].) [Prepared in cooperation with Bureau of Census.] * Paper, 70c. 
@ Item 500-E 
L.C. card 73—600230 HE 20.6209 : 11/134 
Vital and health statistics: Series 14, Data on National health resources. 


10278 12. Inpatient health facilities as reported from 1971 MFI survey [with list of 
references] ; ® Alvin Sirrocco. Mar. 1974. b 4° (DHEW 
publication (HRA) 74-1807.) * Paper, $1.10. 

C. ecard 73—20400 HE 20.6209 : 14/12 


NATIONAL CENTER FOR SOCIAL STATISTICS, Health, Education, 
and Welfare Dept., Washington, DC 20201 


10279 Fair hearings in public assistance, Jan._June, 1972. Apr. 23, 1973. [1]+6 
+[13] p. 4° (DHEW publication (SRS) 73—03257; NCSS report E-8.) 
[Issued with perforations.] ‘+ HE 17.644 : 972 


NATIONAL CREDIT UNION ADMINISTRATION 
2025 M St. NW, Washington, DC 20036 


10280 Type-of-membership classification for Federal credit unions. [Nov. 1961, 
reprint with additions] [Nov. 1968.] cover title, 17 p. 4° (Federal 
Credit Union Bureau.) [Issued with perforations.] # 

‘FS 3.306/2 : M 51/968 


NATIONAL ENDOWMENT FOR THE ARTS, National Foundation on 
the Arts and the Humanities, Washington, DC 20506 


10281 National Endowment for the Arts and National Council on the Arts, annual 
report, fiscal year 1973. [1974.] [3]+122 p. il. 4° * Paper, $1.60 (S/N 
8600-00018). ‘@ Item 831—B-2 NF 2.1: 973 


NATIONAL GUARD BUREAU, Defense Dept. 
Washington, DC 20310 


NGB pamphlet. 


10282 350-1. Training: Administrative instructions. [April 1, 1974.] cover title, [65] 
p. il. 4° (Departments of Army and Air Force. ) [Issued with erfora- 
tions. ~~ eee NGB pamphlet 350-1, July 1, 1970, es 5 ey 


changes. } 


NATIONAL HEART AND LUNG INSTITUTE, 7 om Education, and 
Welfare Dept., Bethesda, MD 20014 


10283 Guidelines for community programs in high blood pressure detection and 
control. Feb. 1974. [1]+16 p. 4° (DHEW Publication (NIH) 74-611.) 
+ @Item 507-E-2 HE 20.3208 : B 62 


NATIONAL HIGHWAY TRAFFIC SAFETY ADMINISTRATION, 
Transportation Dept. Washington, DC 20591 


10284 Standards, Federal motor vehicles safety standards. Revised Nov. 1973. 
[1974.] cover title, [1]+26 p. il. narrow 8° * Paper, 55c. (S/N 5003- 
00156). @ Item 982-D-3 TD 8.6: M 83/973 
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NATIONAL INSTITUTE OF ALLERGY AND INFECTIOUS 
DISEASES, Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


10285 Dust allergy. [1974.] [14] p. narrow 8° (DHEW publication (NIH) 74- 
490.) * Paper, 30c. (S/N 1740-00877). ©@ Item 505-A-1 
HE 20.3252 : D 94 


NATIONAL INSTITUTE OF EDUCATION -— anata and 
Welfare Dept., Washington, be 20 


Center for Vocational and Technical Education, Ohio State University: 


Information series. 
10286 97. Student evaluation in vocational and technical education [with bibliography ; 
by] William T. Denton. 1973. [5]+30 P- il. 4e [ERIC Clearin = on 


Vocational and Technical Education. ] Paper, 65c. @ Item 
HE 18.11/2: . oF 


10287 99. Personnel ovginaien in vocational and technical Sea with biblio: 
bow ; by] J. Marvin Robertson. 1973. [5]+34 il. {BRIC Cle 
ouse y Vocational and Technical Education} ° Paper 70c. @ item 
461-D- HE 18.11/2: 


10288 ERIC, profile. heats Portfolio with 6 enclosures, 4° [Enclosures include: 
Educational Resources Information Center; Clearinghouses ; Processing 
and Reference Facility ; Current index to journals in education; Docu- 
ment reproduction service; to those in education who have ques- 
tions.} + HE 18.2: Er 4/2 


10289 Q&A about NIE, Director of National Institute of Education responds to 
questions about operation and goals of new agency. [1973.] [4] p. 4° 
({DHEW publication (NIE) 73-01009.]) [Reprinted from American 
education, May, 1973.] * Paper, 20c. HE 5.75/a: N 213 


10290 Research in education, annual index, Jan.—Dec. 1973. [1974.] cover title, 
{2]}+1248 p. ([Educational Resources Information Center, ERIC; 
DHEW publication (NIE 73—-27603.]) [Includes accession nos. ED 066 
621-080 787.] * Paper, $9.30. @ Item 466-A HE 18.10: 973-2/ind. 


NATIONAL INSTITUTE OF ENVIRONMENTAL HEALTH SCIENCES, 
Health, Education, and Welfare Dept., Bethesda, MD 20014 


10291 Environmental health perspectives, experimental issue 1 [with lists of ref- 
erences]; edited by Douglas H. K. Lee [and others]. Apr. 1972. iv+185 

p. il. 4° (DHEW publication NIH 72-218.) [Text on p. 2-3 of cover.] + 

HE 20.3559 : exp.1 


NATIONAL INSTITUTE OF GENERAL MEDICAL SCIENCES, Health, 
Education, and Welfare Dept., Bethesdz, MD 20014 


10292 What are facts about genetic disease? most ubiquitous of all maladies [with 
list of references]. [1974.] 32 p. il. oblong 12° ‘((DHEW publication 


(NIH) 74-370.) [Text on p. 3 of cover.] + ©@ Item 497-C-1 
HE 20.3452 : G 28/3 


NATIONAL INSTITUTE OF MENTAL Lae ae Education, 
and Welfare Dept., Chevy Chase, MD 20015 


10293 Continuing education in mental health, project summaries; edited by 
Staff of Continuing Education Branch, Division of Manpower and Train- 
ing Programs. [1974.] vii+207 p. 4° ({DHEW publication (HSM) 
73-9126.]) * Paper, $2.35 (S/N 1724-00331). @ Item 507-B-5 

HE 20.8102 : Ed 8 


10294 Lithium in treatment of mood disorders; [with list of notes and refer- 
ences]. [Printed 1970; revised 1974.] [1974.] vi+99 p. [(DHEW publi- 
cation (ADM) 74-73.)] * Paper, $1.45 (S/N 1724-00367). @ Item 
507-B-5 
L.C. card 74-601819 HE 20.8102: L 71 
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nae a statistics : Series A, Mental health facility report. 
Tei ik psychiatric services, 1971-72; prepared by Michael J. —_— 
iv+76 p. 4° ([DHEW publication (ADM) 74-69. * Pape 
115° sn 1724-00339). @ Item 491-A HE 20.8110: Ay 13 
Mental health statistics : Series C, Methodology reports. 

8. Model for estimating mental health needs using 1970 census socioeconomic 
data [with list of references ; by] Beatrice M. sen. [1974.] it 76 p. il. 4¢ 
([DHEW publication (ADM) 74-63].) * Paper, $1.25. @ Item 491-A 

HE 20.8110: C/9 

One to grow on, film and discussion series for mental health in classroom 
[announcement and order form]. [1974] [2] p. narrow f° folded into 
oblong 48° size. + ‘@ Item 507-B-5 HE 20.8102 : On 2 


Statistical note. (Biometry Branch, Survey and Reports Section. ) 


100. Marital status, living arrangements and family characteristics of admis- 
sions to State and county mental snagettals and cucpatieat chiatric 
clinics, United States 1970; [by] Richard W. Redi Clifford Johnson. 
Feb. 1974. 31 p. 4° ([{DHEW publication (Abe) 146, 1) + @ Item 
507-—B-12 HE 20.8116 : 100 

102. Patients at federally funded rural community mental health centers in 
1971; [with list of footnotes and references; by Leona L. c— a 
[Mar. 1974.] 22 p. ({DHEW publication (ADM) 74-6.]) + © Item 

7-B-12 HE 20.8116: 102 

104. Admission rates by h — level of Education attained, State and co vag 
mental hospitals, 1972; [by] Nessa G. Meyer. Apr. 1974 12 p. ({DH 
publication (ADM) 74-6. }) + @ Item 507-B-12 

HE 20.8116: 104 


NATIONAL INSTITUTE OF NEUROLOGICAL DISEASES AND 
STROKE, Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


10301 Journal of trip to Shepherd, Banks and Torres Islands and to Espiritu 
Santo and Efate in New Hebrides, Nov. 15—-Dec. 25, 1963; [by] D. 
Carleton Gajdusek. Apr. 1965. Reprinted with index Aug. 1973. [5] 
+108 p. il. 4° ‘National Institute of Neurological Diseases and 
Blindness.) [Study of Child Growth and Development and Disease 
Patterns in Primitive Cultures.] + @ Item 507-—L-2 

HE 20.3502: N 42h 


NATIONAL INSTITUTES OF HEALTH, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


National Institutes of Health 1973 annual report, July 1, 1972—June 30, 
1973. [1974.] x+78 p. (DHEW publication (NIH) 74-3.) + @Item 
506-—G HE 20.3001 : 973 


NiAid fiscal year awards. [1972.] cover title, xv-+211 p. oblong 8°# 
HE 20.3002 : Aw 1/2/972 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


Court decisions relating to National labor relations act, v. 20, Sept. 1, 
1969-June 30, 1973. xxii+1624 p. 1 pl. *Cloth, $13.55 (S/N 3100- 
0097). @ Item 825 LR 1.14: 20 


N.L.R.B. and collective bargaining, remarks of Edward B. Miller, Chair- 
man, National Labor Relations Board, to University of Tennessee, An- 
nual Southeastern Conference on Current Trends in Collective Bargain- 
ing, Knoxville, Tenn., Nov. 15, 1973. 1978. 18 p. 4° (R-1314.) + 

LR1.7: M61/11 


NATIONAL LIBRARY OF MEDICINE, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


Bibliography of history of medicine, no, 7, 1971. [1973.] vi+263 p. 
(DHEW publication (NIH) 73-315.) * Paper, $3.00 (S/N 1752-00147). 
@ Item 508-F HE 20.3615 : 7 
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10307 MEDLIND (MEDLARS On-Line) [international data communications net- 
work]. [Revised June 1973.] [1973.] [4] p. il. 4° ([DHEW publication 
(NIH) 73-266.]) # HE 20.3602 : M 46 


NATIONAL MARINE FISHERIES SERVICE, Commerce Dept. 
Washington, DC 20230 


Current fisheries statistics (series). 

10308 6117. Morth Carolina landings, annual summary 1972. Apr. 16, 1974. 9 p. 4° 
[Prepared in cooperation with North Carolina Department of Conserva- 
tion and Development, Division of Commercial and Sports Fisheries, 
Morehead City, N.C.) + @ Item 610-A 55. mers: 6117 


10309 6406. Frozen fisher. - meee annual summary 1973. Mar. 5, at 19 + 
@ Item 61 C 55.3 i "6406 


10310 6408. U.S. production rae fish fillets and steaks, 1973, annual wre Sn 
nary). Apr. 1, 1974.4 p.4° + @ Item 610-A 6408 


NATIONAL OCEANIC AND ATMOSPHERIC ADMINISTRATION 
Commerce Dept., Washington, DC 20235 


Federal Coordinator for Meteorological Services and Supporting Research 


FOCM (series). 
10311 74-4. —s plan for pochesoonse support for special events. Feb. sere. Be | 
.4° + © Item 250— C 55.12: 74-4 


10312 Marine Paks BE analysis program: Bibliography of New York Bight; 
prepared by Environmental Science Information Center, Environmental 
Data Service. Jan. 1974. 2 pts., ix+184 and [1]+498 p. 4° (Office of 
Coastal Environment.) [Includes List of citations and indexes.] * Paper, 
$6.15 per set (2 vols.) (S/N 0817-00223). @ Item 250-E-11 
L.C. card 74-601342 C 55.26: N 42 y/pt.1,2 


10313 NOAA motion picture films. [Revised 1973.] 1973. 11 p. narrow 12° 
({NOAA/PA 78026.]) + C 55.2: F 48 


10314 NOAA story. [1973.] [3] +67 p. il. 24° ([NOAA/PA 72028.]) + @ Item 
250-E-2 C 55.2: N 21 0c/2 


NOAA technical memorandum. (National Marine Fisheries Service, 


Seattle, Wash.) 

10315 NMFS NWFC-1. Annotated bibliogra pasty of me nmeny hybridization of fishes of 
subfamily Salmoninae; [by] James R. Dangel, Paul T. Macy, 
and F C. Withler. Nov. 1973. . +48 p. 4° * Paper, S5c. 
@ Item 208-B-7 C 56.13/2: NMFS NWFC-1 

10316 NOS GDR-2. West coast Continental Shelf Ley Oak ship measurements, Cape 

Flattery to Santa oo 1971, yy %. Tye [with list 
of references; by] N. A. Prahl iv+ 
p. il. 4° (Marine Geophysics a, Rockit, Ma.) @( 
upon application). 13/2: NOS GDR-2 
NOS 14. Some features of dynamic structure of po estuary [with list of 
references; by] Michael Devine. Rockvi pr. 1974. 
fi+21 p. 4° @(Price upon application). C 55. is/2: NOS 14 


NOAA technical memorandum. (National Weather Service, Silver Spring, 


MD.) 

10318 NWS HYDRO-16. Dynamic model of stage-discharge relations affected oy chang- 
ing ey {with list of references; by] D. Fread. 
Nov. 1973. ii-+38+A5+B8 p. fl. 41 (Office of rirolony:) 
[Prepared for Soil Conservation Service. ] a 
application). C 55.13/2: lowe HYDRO-16 

10319 NWS HYDRO-17. National Weather Service River Forecast System, snow ac- 
cumulation and ablation model [with list of references ; 
by] Erie A. Anderson. Nov. 1973. [249] p. il. 4° (Office 
of Hydrology.) @ Paper, $3.00 Item 208—B-—7 

C 55.13/2: 


NWS TDI-—51. Pretieiing conditional probability of frozen precipitation 
with list of references] ; by Ha R. Glahn and Joseph R. 
hieril. March, 1974. i+33 p. il. 4¢ (Systems Develop- 

ment Office, Techniques Development Laboratory. ) 
Price upon application). C 55.13/2: NWS TDL-51 


@( 
NWS TDL-—52. se int pecqram to list amplitudes of surges from 
General ne and variant storm con- 


hurricanes) : 
ditions with Bet ot references ~Ls eee P. Jelesnianski. 
ja BB TE ~~ a 
niques opmen ra ice wu 
application). story.) NWS TDL-52 
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a technical report. (Environmental Research Laboratories, Boulder, 

‘olo.) 

10322 BERL 280-ESL 31. Study of soil amplification ractors in earthquake damage 
areas, Caracas, Youstaste {with bibliographies ; by] 
A. F. Espinosa and 8. eS June ne 1072 [ 
lished 1973.1, vill +201 4° Earth a a 
oratories. ) ee, illustration is ery J So Pa $2. sf 
@ Item 208—-B-— C 55.1 me 

ERL-—284—-APCL 30. Lightning suppression by chaff ban my fo list of hs 

erences] ; by Heinz W. Kasemir. nw 1973. iv+30 p. iL 
4° ° Fg 70c. @ Item oe. 


C 56.1 | RE 284A PCL 3 
ERL 287—APCL 31. Variability of High Plains preci tation [with list of 3.4 
erences ; by] C. D. ee ee” 1978. 111+-43 p. il. 4° 


* Paper, . oI 7 
C 55.13 : ERL 287—APCL 81 
ERL 288-AOML 12. Caribbean Atlantic traverse, NOAA-IDOE 1971, re 
rt 2, magnetic ta [with list of references; by] 
mg O. B. Dewald, B. G. Bassinger. Oct. 1973. 
Hi+19 p.il.4¢ * Paper, $1.25. 7, 7 
C 55 ERL 288-AOML 12 


PERL 291-WMPO 4. — — tion — eee ‘ta. lower layers of 
marine undary yer t Beste y; 

Robert L. Grossman, Bradford R. Bet. 1978) 

xv+166 p. il. 4° * Paper, ote * 8 ‘Siem 208-B-7 

: : ERL 291-WMPO 4 


NOAA technical report. (National Marine ee Services, Seattle, 


Wash.) 
10327 NMFS CIRC-—387. “Marine flora and fauna of northeastern United States, 
crustacea, Stomatopoda [with selected bibliography; by] 
Raymond B. Manning. Feb. 1974. yaad P. il. 4° « Paper. 
45c. @ Item 208-B-7 C 55.13 : NMFS CIRC-3: 


NATIONAL OCEANOGRAPHIC INSTRUMENTATION CENTER 
Commerce Dept., Washington, DC 20390 


Instrument fact sheet IFS (series). 


103828 74005. Accoustic command system, Interocean Systems Inc. San Diego, Calif. 
Feb. 1974. [2]+12 p. il. 4° [Issued with peternitoen,) t 


71 : 74005 


Technical bulletin. 


10329 RN-—1009. Electromagnetic current meter evaluation. Mar. 1974. 11 p. il 4 
[Issued with perforations.}] + C 55.73: —1009 


NATIONAL PARK SERVICE, Interior Dept. 
Washington, DC 20242 


10880 Big Bend National Park, [Tex.]. [1974.] 2 p. il. oblong f° folded into 
narrow 16° size + (@ Item 651 I 29.6: B 48/6/974 


10331 Camping in National Park System. [Revised 1974.] [1974.] [28] p. il. 4° 
folded into narrow 8° size. * Paper, 55c. @ Item 646-C 129.71: 974 


10332 Cape Cod National Seashore, Mass. [colored poster]. [1974.] 42 x 28 in. 
* Paper, 55c. (S/N 2405-00540). 1 29.20: C17 


10333 Organ Pipe Cactus National Monument, Ariz. [Revised 1973.] [1978.] 2 p. il. 
4° folded into narrow 24° size. + @ Item 650 I 29.21: Or 3/5/9738 


Publications in archeology. 
10334 10. pee Mao in southwestern United States [with list of references 
by Ronald Von 8. Richert and R. Gordon Vivian. 1974. xiv+158 
win ¥ * Paper, $2.30 (S/N 2405-00534). @ item 646-A 
.C. card 7 51 1 29.59: 10 


hae SCIENCE FOUNDATION 
Washington, DC 20550 

10335 Access, Santa Barbara regional pilot process; [by] William R. Ewald, jr. 

July 27, 1973; reprinted Feb. 1, 1974. [61] p. 4° [Prepared for 

National Science Foundation Research Applied to National Needs Pro- 

grams, Office of Exploratory Research and Problem Assessment, under 

work order 73-SP-0789.] + NS 1.2: Ac2 
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Springfield, VA 22151 
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10336 Barriers to innovation in industry, opportunities for public policy changes, 
main report; [with bibliography]; prepared by Arthur D. Little, Inc. 
and Industrial Research Institute, Inc. Sept. 1973. [5]-+v+162 p. il. 4° 
[Contracts NSF-C748 and C725.) + NS 1.2: In6 


10337 Collaborative program on mercury between Universities of Baghdad, Iraq, 
and Rochester, N.Y., RANN Symposium, Nov. 18-20, [1973] ; by Hashim 
I. Dhahir. [1973.] [1]+6 p.4° + NS 1.27: D538 


Conferences on science course materials for administrators and others 
interested in school curricula. 1974. [7] p. 4° + NS 1.2:C98 


Dissemination and utilization of solar energy research results; [report to 
Office of System Integration and Analysis, Directorate of Applied Re- 
search, National Science Foundation]. [Dec. 1973.] xii+55 p. il. 4° 
(NSF/RA/N-73-111D.) [Prepared with support of Division of Advanced 
Energy Research and Technology, RANN, Research Applied to National 
Needs Program. Contract NS—C&831, project 2950.] + NS 1.2: 804/6 


Improving elementary and secondary school education in natural sciences, 
social sciences, mathematics. 1974. [8] p. 4° (Division of Pre-College 
Bducation in Science.) + NS 1.2: Ed 8/7 


Information for NATO postdoctoral fellows, North Atlantic Treaty Orga- 
nization (NATO) postdoctoral fellowships in science. [1974.] [2]+11 p. 
narrow 8 ([E-74-25.]) + NS1.2:N21 


Intergovernmental science programs, program awards. June 1973. cover 
title, 24 p. 4° (Office of Intergovernmental Science and Research Utili- 
zation, Research Applications Directorate.) + NS 1.2:In8 


National plan for photovoltaic conversion of solar energy, paper presented 
by at NSF/RANN Workshop on Photovoltaic Conversion of Solar En- 
ergy for Terrestrial Applications, Oct. 23-25, 1973, Cherry Hill, N.J. by 
H. Richard Blieden. Oct. 25, 1973. [1]+27 p. 4° (Advanced Energy 
Research and Technology Research Applied to National Needs.) + 

NS 1.27: B61 


Science resources studies highlights: Federal scientific and technical per- 
sonnel increase slightly in 1972, health personnel gain sharply; [pre- 
pared in Manpower Utilization Studies Group, Division of Science 
Resources Studies]. Feb. 28, 1974. 6 p. il. 4° (NFS 74-301.) + 

NS 1.31: F31/3/972 


Solar energy, proof of concept experiments. [Dec. 1973.] xiii+91 p. il. 4° 
(NSF/RA/N-73-111C.) [Prepared with support of Division of Advanced 
Energy Research and Technology, RANN, Research Applied to National 
Needs Program, contract NSF-—C831, project 2950.) + NS 1.2: 80 4/5 


Summary of awards, fiscal year 1978. Mar. 1974. cover title, vii+35 p. 4° 
(NSF 74-10; Division of Computer Research, Assistant Director for 
Research.) + NS 1.2:Awl 


Systems analysis of solar energy programs [with Solar energy bibliogra- 
phy]. [Dec. 1973.] cover title, xxii+306+- [20] p. il. 4° (NSF/RA/N- 
73111A.) [Prepared with support of Division of Advanced Energy Re- 
search and Technology, RANN, Research Applied to National Needs 
Program; contract NSF-C831, project no. 2950. Some pages issued as 
leaves.] + NS 1.2: So 4/4 


10348 Technology utilization in public sector [by] M. Frank Hersman, Director, 
Office of Intergovernmental Science and Research Utilization, National 
Science Foundation, prepared for delivery at Western Electronic Show 
and Convention in Los Angeles, Calif., Sept. 19-22, 1972. [1972.] [1]+18 
+[2] p.4° + NS 1.27: H 43 
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10349 U.S. solar energy research program, Lloyd O. Herwig, Director, Advanced 
Solar Energy Research and Technology, Research Applied to National 
Needs [address before annual meeting of U.S. Section of International 
Solar Energy Society], Oct. 3, 1973. [1973.] [69] p. il. 4° + 
NS 1.27: H 44 


10350 United States-Japan cooperative science program. [1974.] [6] p. narrow 8° 
(INSF.]) + NS 1.2: J 26 


NATIONAL TRANSPORTATION SAFETY BOARD 
Transportation Dept., Washington, DC 20590 


Aircraft accident report NTSB-AAR (series). 
10351 74—4. Texas International Airlines, Inc., Convair N94230, Mena, Ark., 
Sept 27, 1973; adopted Apr. 11, 1974. fie72 1i+36 p. il. 4° ({File 
17. 1) @ (Price upoa application). TD 1.112: 74-4 
10352 Creating transportation safety environment, statement by John H. Reed, 
Chairman, National Transportation Safety Board, before General Ses- 
sion Panel: Safety, Cooperation and Interaction, American Transit 
Association Raii Transit Conference, San Francisco, Calif., Apr. 16, 1974. 
(1974.] [1]+5p.4° + TD 1.110: R 25/38 


NATIONAL WEATHER SERVICE, Commerce Dept. 
Washington, DC 20235 


10353 Mlash floods. [Revised edition.] [1974.] [6] p. il. narrow 8° ([NOAA/PA 
73018.]) * Paper, 25c. @ Item 275 C 55.102 : F 65/2/974 


NAVAL OCEANOGRAPHIC OFFICE, Defense Dept. 
Washington, DC 20390 


Special publication SP (series). 


10354 142. Marine hysical surve (pee. station-data yw and report catalog 
{with bibliographies ; 4 Stanley Chanesman and Oscar Kau man]. Mar. 
hoy cover title, ii+-9 p. il. 4° + Paper, $1.50. D 203.22/3 : 142 


NAVAL PERSONNEL BUREAU, Defense Dept. 
Washington, DC 20390 


10355 Bureau of Naval Personnel manual, Change 4/74. Apr. 1974. [182] p 

4 (BUPERSMAN, NAVPERS 15791B.) [Issued with perforations.] 

* Paper, $25.00 (including basic manual and supplementary material for 
indefinite period) ; add $6.25 for foreign mailing. @ Item 403-A 

D 208.6/2 : 969/ch.4/74 


10356 Manual of Navy officer classification, Change 7. [1974.] [315] p. 4° (NAY 
PERS 15839B.) [Issued with perforations.] # @ Item 408-A 
D 208.6/8 : C 56/2/968/ch.7 


NAVAL RESEARCH OFFICE, Defense Dept. 
Washington, DC 20390 


NRL report. (Naval Research Laboratory.) 

10357 7613. Low-frequency propagation in compet region of wed A ' two parallel 
plates [wit — = reeNnt by John F. Abner. 1973. cover 
title, i+ 22 | diy RL problems 801-36 and 01-64 ] (Price 
spe application, Db 7hpoet ). D 210.8 : 7613 

10358 7645. Surface and bottom wr survey in area of Bermuda rise [with list 
of references ; by] P. B. Alers, J. M. Bergin, and D. Greenewalt. Dec. 21, 
1973. i11+38 p. il. Ay @ (Price upon application, AD 7 ‘ 

D 210.8 : 7645 

10359 7658. Recovery of acoustic pulse waveforms usi ealculator-controlled si 
processing [with list of references; by] E. peegee aS 8, 1974. 
cover title, tli+22 p. il. 4° [NRL problem 801-4 F 43-452-005, 
Task 01360. ] @(Price upon application, AD q7tTit). p210.8: Te08 
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NRL report—Continued 

10360 7660. Auger electron spectroscopy analysis of ponctape ngethens of irradiated 
ressure-vessel steels [w th list of references ; th . A. Smidt, jr., D. F. 
tein, A. Joshi. Dee. 21, 1973. cover title, ii +9 . il. 4° (Reactor 
Materials ——_ Metaliurgy Division.) [NRL problems M01-22 and 
MO01-—14.} @(Price upon application, AD 776540). D 210.8 : 7660 
. Success-run equation for detection applications [with list of references] ; 
by M. Potosky. Dec. 21, 1973. cover title, iii+21 p. il. 4¢ [NRL problem 

DO01-05, XF fi ~111-402.] @ (Price upon application, AD ‘ae ). 
D 210.8 : 7661 
. Application of J integral to ont initiation in 2024—-T 351 aluminum alloy 
{with list of references, by] C. A. Griffis and G. R. Yoder. Apr. 3, 1974. 
cover title, ili+24 p. il. 4° [NRL problem M 01-24, project RR 022-01- 
46-5431.) @(Price upon application, AD 777999). D 210.8 : 7676 
10363 2. 1200-to-1300—-MHz 100-watt ewe power amplifier ; fy) Fi R. 2. Neidert 
and H. E. Heddings. Mar. 1974. cover title, lii+ (NRL 
oe. + | project Wr’ 12-111-704.] @(Price upon “application. 
AD 1776543). D 210.8 : 7682 
10364 . Solution chemistry in crevices on te binary alloys [with list of ref- 
erences]; by F. D. Bogar and C. T. Fujii. March 21, 1974 cover title, 
ili+12 p. il. 4° [NRL problem M04-09, RR 02208-44-5513.] | of (Brice 
upon application, AD 778002). 7690 


NAVAL TRAINING COMMAND, Defense Dept. 
Pensacola, FL 32508 


Rate training manual. 
Aviation structural mechanic S 3 & 2 [with reading list; prepared by Navy 
Training Publications y+ [1974.] cover title, iv+387 p. il. 4° (NAVTRA 


10308-C.) # e ny tem 4 
L.C. card 74-6011 D 207.208/2: Av 5/9 


OCCUPATIONAL SAFETY AND HEALTH ADMINISTRATION, 
Labor Dept., Washington, DC 20210 


10366 Occupational safety and health: v. 1, General industry standards and 
interpretations, Change 3. Jan. 4, 1974. [16] p. 4° (OSHA 2077; Sub- 
scription Service.) [Issued with perforations.] * Paper, $21.00 basic 


and supplementary material for indefinite period ; add $5.25 for foreign 
mailing. @ Item 766-F L 35.6/3-1 : 972/ch.3 


OUTDOOR RECREATION BUREAU, Interior Dept. 
Washington, DC 20240 


10367 Bureau of Outdoor Recreation, focal point for outdoor America. [1974.] 
[4]+20 p. il. 16° * Paper, 40c. (S/N 2416-00058). @ Item 657-B-1 
I 66.2: Ou 8/974 


10368 Final environmental statement, nationwide outdoor recreation plan. 
Dec. 10, 1973. [1]+iii+279 p. il. 4° (FES 73-69.) * Paper, $2.75. 
@ Item 657-B-1 166.2: En8 


PATENT OFFICE, Commerce Dept. 
Washington, DC 20331 


10369 Text of address by C. Marshall Dann, Commissioner of Patents, Department 
of Commerce, for delivery before American Group of International 
Patent and Trademark Association, New York, N.Y., May 2, 1974. [1974.] 
7p. 4 + C 21.20: D 23 


PESTICIDES PROGRAMS OFFICE, Environmental Protection Agency 
Chamblee, GA 30341 


10870 EPA compendium of registered pesticides, v. 2: Fungicides and nemati- 
cides, supp. 1. Dec, 15, 1973. [36] leaves, 4° (Technical Services Divi- 
sion.) [Issued with perforations.] * Paper, $57.00 (basic and supple- 
mentary material for indefinite period) ; add $14.50 for foreign mailing. 
@ Item 473-B-3 EP 5.11/2: 973/supp.1 
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10371 EPA compendium of registered pesticides, v. 3 [Insecticides, acaricides, 
molluscicides and antifouling compounds] supp. 10. [Dec. 14, 1973.] 

[3820] p. 4° (Technical Services Division.) [Issued with perforations. ] 

* Paper, $73.50 (including basic manual and supplementary material for 

an indefinite period) ; add $18.40 for foreign mailing. @ Item 473-B-3 

EP 5.11/38 : 972/supp.10 


PRESIDENT OF THE UNITED STATES 
Washington, DC 20501 


10372 Guide to job placement of mentally retarded; [by William A. Fraenkel]. 
[1974.] cover title, vii+16 p. il. Noe gar i in cooperation with National 
Association for Retarded Citizens and U.S. Employment Service, Bureau 
of Employment Security, Department of Labor.] + President’s Com- 
mittee on Employment of the Handicapped, 7131 Department of Labor, 
Washington, DC 20210. @ Item 766—C PrEx 1.10@/8: J 57/3 


Introduction to physical fitness, includes self-testing activities, graded 
exercises and jogging program. [1973.] [27] p. il. narrow 8° (Presi- 
dent’s Council on Physical Fitness and Sports.) + President’s Council 
on Physical Fitness and Sports, 400 16th St. S.W., Washington, D.C. 
20201 @ Item 851-J Pr 87.8: P 56/2/In 8/2 


10374 Report of the President’s Committee on Health Education. New York, N.Y. 
[1974.] 71 p. il. oblong 8° + Pr 37.8: H 34/R 29 


PUBLIC DEBT BUREAU, Treasury Dept. 
Washington, DC 20220 


10375 U.S. savings bonds, series E, redemption values by denomination, June 1974. 
[1974.] [2] p. marrow f° [Revised table based on improved rates effec- 


tive Dec. 1, 1973.] * Paper, 60c. @ Item 970—A (Rev.) 
T 63.209 : 974-2/rev.pages 


PUBLIC HEALTH pon ts a Education, and Welfare Dept. 
Washington, DC 20201 


10376 Bio-assay investigations for International Joint Committee, Buffalo River, 
Buffalo, N.Y.; [by Croswell Henderson and H. A. Henderson]. 1956. 

[1] +81 leaves, il. 8 tab. 4° + Environmental Protection Agency 
HE 20.2: B 52 


CCPM pamphlet. 
10377 40. woe of opgeetety. programs of Public Health Service. [1974. a ow. a. 
ii+98 p oblong 12° + @ Item 483-I E 20.13 : 40 
10378 Conference on interstate pollution of North Fork Holston River, misigupiit: 
Tenn., Sept. 28, 1960. 1961. cover title, [105] p. il. 4° + Environmental 
Protection Agency HE 20.2: N 81f 


Environmental health series: Water supply and pollution control. (Divi- 
sion of Water Supply and Pollution Control.) 


WP-27. oaee recreation project, Santee, Calif., summary report, 1962—64 ; [by] 
John C. Merrell, jr., Albert Katko, and Herbert E. Pintler. Dec. 1965. 

v+69+ [1] p. il. (Public Health Service publication 999-—-WP-—27.) 

+ Environmental Protection Agency HE 20.1011 : WP-27 


10380 Grand (Neosho) River investigation, Kansas, Oklahoma, Missouri, Arkan- 
sas; by Mark D. Hollis [and others]. [Aug. 1940.] [121] leaves, il. 4° 


(Office of Stream Sanitation, Cincinnati, Ohio.) + Environmental Pro- 
tection Agency HE 20.2: G 76/2 


PHS water pollution surveillance system applications and development 
report. (Water Quality Section, Basic Data Branch, Division of Water 
Supply and Pollution Control.) 

6. Evaluation of field rformance of Hays dissolved oxygen analyzer [with 
bibliography ; by] Pon hn D. Weeks. Oct. 1962. [40] leaves il. 4° + Environ- 
mental Protection Agency FS 2.84/5:6 
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PHS water pollution surveillance system applications and development 
report—Continued 
10382 7. Preliminary report on effect of pump ang pipe systems on dissolved oxygen 
concentration; {by} John D. Weeks. Jan. 1963. cover title, Nt Y 
14-19 leaves il. 4° + Environmental Protection Agency 84/5: 
10385 11. Field evaluation of Honeywell analog water quality data 1 Bi ponent 
{with list of references; by] Tommie E. Flora, Harry Stierli. June 1964. 
cover title, [4]+44+ [2] leaves il. 4° ({Robert A. Taft Sanitary En- 
gineering Center, Cincinnati, Ohio.}) + Environmental sie ty esi 
10384 . Comparison of various reagents om for use * Winkler pind a for 
dissolved oxygen; by Robert roner, James E. Longbottom, Richard 
Gorman. July 1964. cover title, [2]+17 leaves il. 4° [Robert A. Taft 
Sanitary Engineering Center, Cincinnati, Ohio.)] [Text on p. 2 of cover.] 
+ Environmental Protection Agency BS 2.84/5:12 
8. Determination of phosphate, nitrate and alkyl benzene sulfonates (ABS) in 
water with auto analyzer; [by] Robert C. Kroner, Morris E. Gales, jr. 
Dec. 1964. cover title, {3]+2 leaves il. 4° ( Robert A. Taft Sanitary 
Engineering Center, Cincinnati, Ohio.J) + vironmental Protection 
Agency FS 2.84/5:138 
10386 . Field evaluation of low-flow-rate carbon adsorption equipment and methods 
for organics sampling of surface waters [with list of references; by] 
Barry H. Reid [and others]. Mar. 1965. cover title, [2]+31 leaves ‘n. 4° 
({Robert A. Taft Sanitary Engineering Center, Cincinnati, Ohio.}) + En- 
vironmental Protection Agency FS 2.84/5: 14 
. Semi-automatic extraction of organic materials from water; [by] Fred K. 
Kawahara [and others]. Nov. 1965. cover title, [2]+10 leaves, 5 pl. 4° 
({Robert A. Taft Sanitary Engineering Center, Cincinnati, Ohio.}) + En- 
vironmental Protection Agency FS 2.84/5: 16 


10388 Pollution of Yellowstone River as related to taste and odor problems in 
municipal water supplies in Montana and North Dakota. July 1956. 
[150] leaves, 4° [Cooperative field investigation undertaken jointly by 
State Board of Health, Helena, Mont., State Dept. of Health, Bismark, 
N. Dak. and Water Supply and Water Pollution Control Activities, re- 
gion 6, Nov. 7-13, 1955.] + Environmental Protection Agency 
HE 20.2: Y 3/3 


10389 Report on Missouri River basin for President’s Water Resources Policy 
Commission; prepared by Missouri Drainage Basin Office, Division of 
Water Pollution Control. May 1950. [4]+71 leaves, 12 maps, 4° (Fed- 
eral Security Agency.) + Environmental Protection Agency 
FS 2.2: M690 


10390 Specifications for integrated water quality data acquisition system; by 
A. F. Mentink. Cincinnati, Ohio, Mar. 1963. [1]+35 leaves, 4° (Equip- 
ment Development and Instrumentation Unit, Water Quality Section, 
Basic Data Branch, Division of Water Supply and Pollution Con- 
trol.) # FS 2.2: W 29/67/963 


10391 Specifications for integrated water quality data acquisition system; by 
A. F. Mentink. Cincinnati, Ohio, Aug. 1968. [1] +i+43 leaves 4° (Equip- 
ment Development and Instrumentation Unit, Water Quality Section, 
Basic Data Branch, Division of Water Supply and Pollution Control.) + 

FS 2.2: W 29/67/963-2 


RADIOLOGICAL HEALTH BUREAU, Health, Education, and 
Welfare Dept., Rockville, MD 20852 


10392 Nuclear medicine laboratory. [1974.] [8] p. il. narrow 8° ([DHEW pub- 
lication (FDA) 74-8024.]) * Paper, $6.20 per 100 (S/N 1715-00069). 
@ Item 498-B-2 HE 20.4102 : N 88/3 


RAILROAD RETIREMENT BOARD 
Chicago, IL 60611 


10393 Statistical supplement, 1978 annual report, Railroad Retirement Board. 
March, 1974. [1]+xi+132 p. oblong 12° + RR 1.1 : 973/supp. 
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RECLAMATION BUREAU, Interior Dept. 
Washington, DC 20240 


10394 Pa Mong project, stage 1, phase 2, executive summary. [1973.] [4]+36 p. il. 
4° [Prepared for Committee for Coordination of Investigations of 
Lower Mekong Basin and Agency for International Development. Title on 
cover is Pa Mong, key to development of Lower Mekong, data summary, 
1973. Some illustrations are colored.] + I 27.2: P 19/3/9738 


10395 PLS listing, power facilities operated by Bureau of Reclamation. July 1973. 
cover title, [1]+120 leaves, il. 4° [Includes 5 dividers with marginal 


tabs showing section titles.}] + I 27.2: P 87/6/9738 


Report HM (series). (Division of Design, Mechanical Branch. ) 


10396 19. Hydraulic turbine index tests, flow determined from Winter-Kennedy taps, 
comparison of original and replacement runners for Unit 3 at Seminoe 


Powerplant, Kendrick Project. Denver, Colo., Nev. 1973. ak ty < 
4° + I 27.39/ 


REHABILITATION SERVICES ADMINISTRATION, Health, Education, 
and Welfare Dept., Washington, DC 20201 


10397 State vocational rehabilitation agency, program and financial plan, basic 
assumptions and guidelines, 1974. [1974.] [68] p. 4° ((SRS) 74 
25058.) + HE 17.102: St 2/6/974 


RESOURCES AND TRADE ASSISTANCE BUREAU 
Commerce Dept., Washington, DC 20230 


10398 Cotton, wool and man-made fiber textiles, tables depicting United States 
foreign trade. Revised Mar. 1974. [1974.] [1]+12 leaves, oblong 8° 
( Office of Textiles, [Trade Analysis Division].) + C 57.202: C 82 


RURAL ELECTRIFICATION ADEA, Agriculture Dept. 


Washington, DC 
REA bulletin. 

10399 105-1. Annual work programs and budgets for rural electric distribution systems. 
{Jan. 1972.] cover title, iii+18 p. il. 4° [Text on p. 2 of cover. Super- 

sedes RPA bulletin 105-1, Sept. F961. }] + A 68.3 : 105-1 

10400 Semi-annual statistical summary, rural electrification program. Dec. 1973. 
4 p. 4° (Semi-annual statistical bulletin, electric program, no. 316; 
[Statistical Services Section, Statistics and Data Processing Branch, 


Management Services Division].) [Issued with perforations.] + 
A 68.13/2 : 316 


SAFETY OFFICE, Transportation Dept. 
Washington, DC 20590 


Railroad accident investigation report. 
10401 4187. Southern Pacific Transportation Company, Roseville, Calif., Apr. 28, 1973. 
(1974.] [125] p. ilk 4¢ +4 TD 3.110: 4187 
Railroad accident investigation summary report. 


10402 31. Norfolk and Western Railway Co., Riverton, Va., May 22, 1972. iar + 1974.] 
6p.iL 4° + 10/2: 31 


SAINT LAWRENCE SEAWAY DEVELOPMENT CORPORATION 
Transportation Dept. 800 Independence Ave. SW, 
Washington, DC 20590 


10403 Traffic report of St. Lawrence Seaway, 1973; prepared by St. Lawrence 
Seaway Authority and Saint Lawrence Seaway Development Corpora- 
tion. [1974.] cover title, xii+67 p. il. 4° [English and French Crown 
copyrights reserved.j] + 
L.C. card HE 680.817823 Y¥3.Sa 2:2 T 67/973 
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SECURITIES AND EXCHANGE COMMISSION 
Washington, DC 20549 


10404 Directory of companies filing annual reports with Securities and Exchange 
Commission under Securities exchange act of 1934, alphabetically and 
by industry groups, Dec. 1972. [1973.] [1]+x+457 p. 4° [(Office of 
Economic Research.)] * Paper, $3.85 (S/N 4600-00004). area — 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


10405 SBIC industry review as of Mar. 31, 1972; issued by Investment Division. 
Jan. 1978. [24] leaves+[31] p. 4° + SBA 1.2: In 8/4/972 


10406 Summary of small business financing by SBICs, Jan.June 1973. July 
1973. cover title, 3+-[1] leaves, 10 tab. 4° (Office of Investment.) + 
SBA 1.28 : 973 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


10407 If America is to grow up thinking, reading is fundamental. [1974.] [6] 
p. narrow 8° (Reading is Fundamental, Inc.) + $1 1.2: R 22/2 


Smithsonian contributions to earth sciences. 
12. Atlas of volcanic ash [with list of literature cited; by] Grant Heiken. 1974. 
iv+101 p.il. 4° * Paper, $2.00. @ Item 910-B 
.C. card 73-13519 $11.26: 12 


SOCIAL AND REHABILITATION SERVICE, Health, Education, and 
Welfare Dept., Washington, DC 20201 


Impediments to employment, reanalysis of household interview studies 
{with annotated bibliography]. Nov. 1969. [10]+105 p. 4° ((SRS) 73- 
05410; Office of Research and Demonstration, Division of Intramural 
Research (now Division of Studies on Social Services and Life Sup- 
port).) + HE 17.2: Em 7 


SOCIAL SECURITY ADMINISTRATION, oe. Education, and 
Welfare Dept., Washington, DC 20201 


From social security survey of institutionalized adults, 1967 report. (Office 
of Research and Statistics. ) 


10410 § 4. Institutionalized adults with financial administrators; by oor « Frohlich. 
Dec. 1972. [3}+-51 p. 4° (DHEW publication (SSA) eee a a.si/s: 4 


Health insurance statistics : Current medicare survey report, a... (series). 
( Office of Research and Statistics. ) 
28. Medical insurance sample, prescription drugs, 1967-71; by Dennis L. Hefner, 
Martin Ruther and Robert K. Mitchel. Oct. 12, 1973. 19 p. fl. 4° ({[DHEW 
publication (SSA) 74—-11702.]) + HE 3.28/4: 28 


Health insurance statistics: HI (series). (Office of Research and 
Statistics. ) 


10412 53. Medicare, use of physicians’ services by geographic ion, 1967-68. Feb. 8, 
1974. 52 p. il. 4° ({DHEW publication ( ) 4-11702].) 3.33/8: 53 

10413 54. Medicare, utilization of services and a per mm ym ae b 
graphic division and State, 1969; prepared in Division of Healt 

nsurance Studies. Mar. 27, 1974. 13 p. ~ (DHEW publication (SSA) 

74-11702.) + HE 3.28/5 : 54 

10414 56. = 1 ge enrollment period for aged. 1973 ; by Martin Ruther. Apr. 11, 
p. 4° (DHEW publication (SSA) 74~-11702.) ioe 2.28/5: se 


10415 57. Persons meeting SMI deductible, 1966-71; [by Marian E. Gornick]. Apr. 15, 
1974. 18 p. il. 4¢& (DHEW publication issa) 16-1210.) os i28/s: 87 


*For Sale by Superintendent of Documents 
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Office of Research and Statistics : Staff paper. 

11. ra benefit levels, methodological analysis; by Walter W. Kolodrubetz 
and Alfred M. Skolnik. [Dec. 1971.] [8] +84 p. il. 4° (DHEW publication 
(SSA) 72-11851.) # HE 3.56: 11 
Pocket guide to supplemental security income. [Dec. 1973.] 10 p. 24° 

({DHEW publication (SSA) 74-11014].) + ©@ Item 516—C 
HE 3.6/2: Su 7/2 
Research and statistics note, 1974 (series). (Office of Research and 


Statistics. ) 
9. Contributions, benefits, and beneficiaries under State et. local Government 
retirement systems, selected calendar years, 1957— erie R. Dales. 
Apr. 1, 1974. 5 p. 4° (DHEW publica ation (SSA) rat + 
1b 3.98/2" 974/9 


14. Effects of OASDI wren increase in Mar. 1974; by Barbara ry Lingg. May 28, 
1974. 2 p. 4° ({DHEW publication (SSA) 74-11701.]) + 

HE 3.28/2 : 974/14 

Research report. (Office of Research and Statistics. ) 


43. International social security agreements, totalization, equality of treatment, 
— other measures to protect international migrant workers [with bib- 
(88a) Te bh William M. Yoffee. [1974.] v+116 p. (DHEW publication 

800.) * Paper, $1.25 (S/N 1770-00231). @ Item 522-A 

L.C. 320 HE 3.49 : 43 


Social art teal applicant statistics, 1969; by Phillip R. Lerner. 
(1973, published 1974.] vii+107 p. il. 4° (DHEW (SSA) 74-1911; 
Office of Research and Statistics.) [Map on p. 2 cover.] * Paper, $1.40 
(S/N 1770-00234). @ Item 516 HE 3.2: D 63/4/69 


SSI (series). 
44. Your social security earnings record. [Feb. 1974.] 15 p. 24° ({DHEW 
publication (SSA) 74-10044.]) + @ Item 523-B HE 3.52 : 44/7 
50. Your medicare nendheat, health insurance under social Ew hospital 
insurance (pt. A), medical insurance (pt. ys Feb. 1974. 4° ({DHEW 


Ph (SSA) 74—10050.]) * Paper, 60c. (S/N 1770_ 235). @ Item 
HE 3.52 : 50/9 


SOIL CONSERVATION SERVICE, Agriculture Dept. 
Washington, DC 20250 


Early season snow report for Colorado, Jan. 1, 1974, water supply outlook, 
Federal-State-private-cooperative snow surveys; prepared by Jack N. 
Washichek and Ronald E. Moreland. [1974.] 1 p. 4° (Snow Survey 
Unit.) # A 57.2: Sn 6/9/974 


Idaho-Washington resource conservation and development project, short 
term plan. Jan. 1974. [8]+3+13p.4° # A 57.2:1d1 


Land management for non-game birds. [1974.] 5p.4° # A57.2:L22/9 


Nevada, land of contrasts, 1973 soil and water conservation report. 1974. 
[8] p. il. 4° (Soil Conservation Service, Reno, Nev. ; M 7—N—23195.) 
A 57.2: N 41/3 


Produce, protect and conserve energy with conservation tillage. [1974.] 
[8] p. il. narrow 8° (Soil Conservation Service, Champaign, Ill.) # 
A 57.2: C 76/17 


Santee River basin water and land resources, North Carolina, South Caro- 
lina [with selected bibliography]. Sept. 1973 [published 1974]. cover 
title, [187] p. il. 40 pl. 4° [Prepared in cooperation with Economic 


Research Service and Forest Service. [Some plates are colored.] # 
A 57.2: Sa5t 


Soil survey : Emmet County, Mich. [with list of literature cited; by Stan- 
ley D. Alfred, Adam G. Hyde and Richard L. Larson]. Dec. 1973. cover 
title, i+99 p. 53 p. of pl. and maps, 4° [Prepared in cooperation with 
Michigan Agricultural Experiment Station.] + (Information incorrect 
in publication as to sale by Superintendent of Documents.) © Icem 102 
(Rev. 1957) 

L.C. card 74-601396 A 57.38: Em 6 
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Soil survey : Lake County, S. Dak. [with list of literature cited ; by Loren D. 
Schulz, and James L. Driessen]. Dec. 1973. [1]+-78 p. il. 52 p. of pl. and 
maps, 4° [Prepared in cooperation with South Dakota Agricultural 
Experiment Station. Text on p. 2 of cover. One map is colored.] + (In- 
formation incorrect in publication as to sale by Superintendent of Docu- 
ments). @ Item 102 (Rev. 1957) 

L.C. card 74-601176 A 57.388: L 14/4 

Soil survey : Stafford and King George Counties ,Va. [with list of literature 
cited; by Dean Isgrid and Adolph Strobel, jr.]. Feb. 1974. cover title, 
[1]+124 p. il. 69 p. of pl. and maps, 4° [Prepared in cooperation with 
Virginia Polytechnic Institute and State University. Text on p. 2 of 
cover. One map is colored.] + (Information incorrect in publication as 
to sale by Superintendent of Documents). @ Item 102 (Rev. 1957) 
L.C. card 74-601752 A 57.38: St1 


Soil survey: Transylvania County, N.C. [with list of literature cited ; 
by John M. King and John W. Turpin]. Jan. 1974. [1]+71 p. il. 56 p. of 
pl. and maps, 4° [Prepared in cooperation with North Carolina Agri- 
cultural Experiment Station. Text on p. 2 of cover.) + (Information 
incorrect in publication as to sale by Superintendent of Documents.) 
@ Item 102 (Rev. 1957) 

L.C. ecard 74-601753 A 57.38 : T 69 

Soil survey : Yamhill area, Oreg. [with list of literature cited ; by George E. 
Otte and others]. Jan. 1974. cover title, i+130+([2] p. il., 62 p. of pl. 
and maps, 4° [Prepared in cooperation with Oregon Agricultural 
Experiment Station.] + (Information incorrect in publication as to sale 
by Superintendent of Documents.) @ Item 102 (Rev. 1957) 

A 57.388: Y1 


SOLICITOR, OFFICE OF, Interior Dept. 


Cumulative index-digest of unpublished decisions of for period 1943-1954 
inclusive. [1973.] exxviii+1336 p. 4° * Cloth, $12.00. @ Item 602 
I 1.69/2-3 : 943-54 


SPORT FISHERIES AND WILDLIFE BUREAU, Interior Dept. 
Washington, DC 20240 


Resource publication. 
116. Classification of freshwater wetlands in glaciated Northeast [with list 
of references]; by Francis C. Golet, and Joseph 8. Larson. 1974. iv+656 
p. il. 4e * Paper, $1.15 (S/N 2410-00861). @ Item 613-B 
L.C. card 74-602003 I 49.66 : 116 


Special scientific reports : Wildlife (series). 
176. Mourning dove status report 1972 [with list of literature cited; compiled 
by James L. Ruos]. 1974. iv+35 p. il. 4° * Paper, 75c. (S/N 2410-00381). 
@ Item 614-C 1 49.15: 3: 176 


STATE DEPARTMENT 
Washington, DC 20520 


International boundary study. (Geographer [Directorate for Functional 
Research], Bureau of Intelligence and Research. ) 
144. Angola-Zaire. [Apr. 4, 1974.] cover title, [1]+20 p. map, 4° # 
S$ 1.119/3: 144 
International organization and conference series. 
111. Current foreign policy : U.S. positions stated at 28th U.N. General Assembly. 
Mar. 1974. 18 p. 4° ([{Publication 8753] ; Bureau of Public Affairs, Office 
of Media Services.) * Paper, 35c. @ Item 882-B $1.70: 111 
Notice, drug arrests abroad. [Apr. 1974.] [2] p. narrow 8° ([{Bureau of 
Public Affairs.]) + @ Item 876 $1.2:D84/2 


*For Sale by Su tendent of Documents 
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Treaties and other international acts series. * Paper, $27.00 a yr. (ap- 
proximately 150 issues), add $6.75 for foreign mailing; single copies 
vary in price. (Issues of $1.00 or more are not furnished as part of the 
subscription). @ Item 899 
7596. Military mission, agreement between United States and Iran, extending 

agreement of Nov. 27, 1943, as amended and extended, effected by ex- 
change of notes dated Tehran Feb. 6 and Mar. 3, 1973 ; [entered into force 
Mar. 8, 1973]. [1973.] [2]+3 p. [English and Persian.] Peary i. 


7758. er 4 energy, cooperation for civil uses, protocol between United States 
nd Japan, amending Bg of Feb. 20, 1968, as amended, signed 
Washington Mar. 28, with exchange of notes; [entered into force 

21, 1973]. (iste) F333 p. [English and Japanese. | * Pa aper, 

ioe. .10: 7758 


7775. Consular relations, convention, with ig of notes, OM. United 
States and Belgium, signed Washin 7 Viecit 1969 ; [entered into force 
Jan. 5, 1974]. [1974.}] [2])+11 glish, French, and Dutch.] 
* Paper, $1.50. § 9.10: 7775 


STATISTICAL REPORTING SERVICE, Agriculture Dept. 
Washington, DC 20250 


10444 Capacity of refrigerated warehouses, Oct. 1, 1973. March 1974. 16 p. 4° 
(CoSt 2 (74); Crop Reporting Board.) + A 92.21/3 : 973 


10445 Cherries. Oct. 12, 1973. 3 p. 4° (FrNt 2-4 (10-73); Crop Reporting 
Board.) + A 92.11/38 : 978 


10446 Commercial broilers, annual production and weekly placements, 1973 (21 
states). March 6, 1974.9 p.4° (Pou 2-7 (3-74) ; Crop Reporting Board.) 
+ A 92.9/10: 973 


10447 Livestock slaughter, annual summary 1973. Apr. 1974. 36 p. 4° (MtAn 
1-2-1 (74); Crop Reporting Board.) + @ Item 24-J A 92.18: 973 


10448 Milk, production, disposition and income, 1970-72, Errata. Apr. 25, 1978. 
1p. 4° (Crop Reporting Board.) + A 92.10/2 : 970-72/errata 


10449 Milk, production, disposition and income, 1971-78. Apr. 1974. 13 p. 4 
(Dal-2 (74); Crop Reporting Board.) + A 92.10/2 : 971-73 


10450 Onion stocks. Jan. 1, 1974.2 p. 4° (Vg 4 (1-74) ; Crop Reporting Board.) 
a A 92.11/2: 974 


10451 Seed crops, preliminary 1973, revised 1971 and 1972, acreage, production, 
value, supply, and disappearance. Jan. 16, 1974. 15 p. 4° (SeHy 1-3 
(1-74) ; Crop Reporting Board.) + A 92.19/4 : 978 


10452 Sheep and goats. Jan. 1, 1974. 7 p. 4° (LvGn 1 (1-74); Crop Reporting 
Board.) + A 92.18/8: 974 


10453 Wool and mohair. Apr. 12, 1974.4 p.4° (MtAn 5-3 (4-74) ; Crop Reporting 
Board.) + A 92.29/2 : 974 


SYSTEMS RESEARCH AND DEVELOPMENT SERVICE 
Transportation Dept., Washington, DC 20553 


Report FAA-RD (series). 

10454 72-67. Task 2, Improved IXVOR low level receiver maintenance simulation, final 
report; [by] Barry S. Brayer. Jan. 1973. cover title, vili+49 p. il. 4° 
{Prepared under project 042—307-02 X by National Aviation Facilities 
Experimental Center, Atlantic City, N.J.] @ Paper, $3.00. 
TD 4.509 : 72-67 
10455 73-93. Theoretical and development work on high-efficiency avalanche diode 
sources, final report, Mar. 15, 1971—July 15, 1972 [with list of refer- 
ences ; by] Robert E. Lee [and others]. Sept. 1972. cover title, vili+121 
p. il. 4° [Prepared under contract DOT-TSC-—158, by Stanford Research 

Institute, Menlo Park, Calif.}] @(Price upon application). 
TD 4.509 : 73-93 


10456 Wake vortex sensing, processing and display [with list of references; by] 
Karl F. Bierach. [1974.] 26 leaves, il. 4° # TD 4.502: W 13 


@For Sale by National Technical Information Service, 
Springfield, VA 22151 
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TARIFF COMMISSION 
Washington, DC 20436 


Certain ceramic tableware, report to the President on investigation TEA- 
IR-10-74 under sec. 35(d) (1) of Trade expansion act of 1962. May 1974. 
cover title, ii+50 p. 4° (TC publication 668.) + TC 1.2: T 11/2/974 


Certain cotton, cotton waste, and cotton products, report to the President 
on investigation 22-87 under sec. 22 of Agricultural adjustment act, as 


amended. Mar. 1974. cover title, iv+22+a-101 p. il. 4° (TC publication 
658.) + TC12:C 82/21 


Coils, former workers of Paris, Tenn., plant of Clippard Instrument, Inc., 
report to the President on investigation TEA-—W-227 under sec. 301 
(c)(2) of Trade expansion act of 1962. Apr. 1974. [29] p. 4° (TC 
publication 664.) + TC 1.2: C 66/2 

Footwear for women, former workers of Dee-Vee Footwear Inc., Bridge- 
port, Conn., report to the President on investigation TEA—W-225 under 
sec. 301(c) (2) of Trade expansion act of 1962. Apr. 1974. [45] p. il. 4° 
(TC publication 661.) + TC 1.2: F 73/36 

Footwear for women, former workers of Gardena, Calif. plant of Sun-Cal 
Footwear Inc., subsidiary of Lehigh Moccasin Corp. subsidiary of Lehigh 
Valley Industries, Inc., report to the President on investigation TEA- 
W-231 under sec. 301(c) (2) of Trade expansion act of 1962. May, 1974. 
[85] p. 4° (TC publication 669.) + TC 1.2: F 73/38 

Men’s, women’s, children’s and infants’ slippers, former workers of Dolly 
Novelty Shoe Co., Inc. Clifton, N.J., report to President on investigation 
TEA-—W-229 under sec. 301(c) (2) of Trade expansion act of 1962. Apr. 
1974. [33] p. il. 4° (TC publication 666.) + TC1.2:818 


Rubber-soled footwear with fabric upper, former workers of Cranbar, 


Corp., Punce, P.R., subsidiary of Uniroyal, Inc., New York, N.Y., report 
to the President on investigation TEA~W-226 under sec. 301(c) (2) of 
Trade expansion act of 1962. Apr. 1974. [37] p. il. 4° (TC publication 


663.) + TC 1.2: F 73/37 

Staff research studies. 

6. Impact of granting most favored nation treatment to countries Eastern Europe 

and People’s Republic of China; [by] John B. Jelacic. 1974. cover title, 
vili+1—9A, 10-94 p. il. 4° + 

L.C. card 74—-601562 TC 1.37: 6 

Synthetic organic chemicals, United States production and sales (series). 


Cyclic intermediates, 1972, preliminary. Apr. 1974. cover title, [1]+37 p. 4¢ + 
TC 1.33/2: C 99/972 


TAX COURT 
Washington, DC 20044 


Reports of Tax Court: v. 60, Apr. 1-Sept. 30, 1973; Ella C. Thomas, re- 


porter. 1973. viii+1175 p. * Cloth, $10.95 (S/N 2805-00126). © Item 
742 Ju 11.7: 60 


TELECOMMUNICATIONS POLICY OFFICE, Executive Office of 
the President, Washington, DC 20504 


Manual of regulations and procedures for radio frequency management 
{replacement pages]. Revision, May 1974. [1974.] [98] p. il. 4° [Issued 
with perforations.] *(Paper, $23.65 basic and supplementary material 
for indefinite period) ; add $5.95 for foreign mailing. @ Item 857-M-1 

PrEx 18.8: R 11/rev.pages/974-2 


*For Sale by Supestotendont of Documents 
+Distribution Made by Issuing Office 
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TENNESSEE VALLEY AUTHORITY 
Washington, DC 20444 


10468 Budget program, justification of programs and estimates for fiscal year 
1975, submitted to Congress, Jan. 1974. [1974.] [1]+-viii+200 p. oblong 
8° [Illustration on cover. Includes 7 dividers with marginal tabs show- 
ing section headings.] # Y 3.T 25 : 43/975 


Fish inventory data. 
Chickamauga Reservoir, 1973; [prepared by Berry Stalcup]. Feb. 1974. [17] p. il. 


4° (Fisheries and Waterfowl! Resources Branch, Muscle “tt Ala.) 
3.T 25 : 40/C 43/2 


Wheeler Reservoir, 1973; repared by Berry Stalcup]. Feb. nny [2] +2+ [10] 
p. il. 4° (Fisheries aia! aterfowl Resources Branch, Muscle Shoals, Ala.) # 
Y 3.T 25 : 40/W 56/2 


Industrial development in TVA area during 1973. [Feb. 1974.] cover title, 37+ [1] 
p. il. 4° ([{Division of Power Marketing.]) [Map on p. ‘ven cove 


e] + 
T 25: 30 In 27/973 
Rainfall guide for Tennessee Valley loggers. [Mar. 1974.] [15] p. il. oblong 
24° (Division of Forestry, Fisheries, and Wildlife Development.) [II- 
lustrations are colored.] + Y3.T 25: 27R13 


Statistics, TVA power distributors, fiscal years 1969-73. [1973.] [6]+185 
p. 4° (Power Marketing Division, Distributor Marketing Branch.) [Is- 
sued with marginal index tabs on blank cardboard showing titles.] # 

Y 3.T 25 : 30 P 87/4/969-73 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


Use of organization ombudsman in Federal Aviation Administration West- 
ern Region, test program Apr.—Oct. 1971; [W. Bruce Chambers and 
James L. Lampl, editors.] [1971.] [144] p. il. 4° + TD1.2:Om1 


TREASURY DEPARTMENT 
Washington, DC 20220 


Department circular, public debt series. 
10475 3-74. Seven one-half percent treasury bonds of 1988-93, dated Aug. af, 2078. 


with interest from Feb. 28, 1974, due Aug. 15, 1993. Jan. : 31,1 2; 
4° + @ Item 924 T 1.4/3: 3-74 


10476 11-73. Regulations governing 5 percent treasury certificates of indebtedness, 
R.E.A. series. Dec. 19, 1973. 2 p. 4¢ + @ Item 924 

T 1.4/3: 11-73 
10477 OAISA research technical report: Users manual for OASIA research bal- 
ance of payments model; prepared by Data Resources, Inc. 1973. cover 

title, [4]+158 p. 4° (Office of International Financial Analysis, Office 

of Assistant Secretary for International Affairs.) + T 1.10/2: P 29 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


[Commemorative stamp poster.] * Paper, $3.00 a yr.; add 75c. for foreign 
mailing ; no single copies sold. 
Expo ’74 preserve environment commemorative stamp, issue date Apr. 18, 1974, 
Spokane, Wash. 10.58 in. P 1.26/32: Ex7 
First Kentucky settlement commemorative stamp, issue date —~ 15, 1974, 
Harrodsburg, Ky. [1974.] 10.5x8 in. P 1.26/2 :K41 
Horse racing commemorative stamp, issue date May 4, 1974, aK err Ky. 
[1974.] 10.58 in. 26/2: H78 
Mineral heritage commemorative stamps, 10-cent, issue date Tune 13, 1974, 
Lincoln, Nebr. [1974.] 10.5x<8 in. 1.26/2: M 66 
NATO eT oe aerogramme, issue date April 4, 1974, Washington D.C. 
{1974.] 10.5x8 in. 1.26/2: N 81 
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10483 Postal contracting manual. [July 10, 1978.] [170] p. 4° (Publication 41.) 
[Complete reprint of transmittal letters 1-13. Issued with perforations. ] 
* Paper, $21.90 (basic manual and changes for 1 yr.; add $5.50 for 
foreign mailing). @ Item 838-E P 1.12/6: 973/rep. 


UNITED STATES TRAVEL SERVICE, Commerce Dept. 

Washington, DC 20230 
10484 Remarks of C. Langhorne Washburn to American Society of Travel 
Agents, International Active Membership, (ASTA IAM) Conference 
in Dublin, Ireland, Feb. 22, 1974. [1974.] 10 p. 4° + ©47.9: W 27/23 

VETERANS ADMINISTRATION 
Washington, DC 20420 
VA pamphlet. 

10485 26—4. Questions and answers on guaranteed and direct loans for veterans. 


Revised [edition]. Jan. 1974. 31 Bs [Recission, Va. pamphlet 26-4, 
revised May 1971.] + @ Item 9 VA 1.19 : 26-4/10 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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SUBJECT INDEX 


A 


Abaca: 
disposal from national stockpile — 
ings, 09818 
Ability: 
human resources sensitivity to system design 
tradeoff alternatives, feasibility test with 
jet engine data, 09667 
Ablators: 
damping contribution of elastomeric ablator on 
aluminum beams, 10215 
Abrasives: 
abrasive materials, mineral industry survey, 
annual advance summary, 10177 
Acaricides: 
EPA compendium of registered pesticides, 
acaricides, etc., 10371 
ACCESS: 
Santa Barbara regional pilot process, 10335 
Accidents, see also, Aircraft accidents-Motor 
vehicle accidents-Railroad accidents. 
Acoustics, see Noise-Sound. 
Act of Congress, see Law. 
Action: 
appropriations, 1974- 
report, 09756, 09758 
Actions at law: 
class action study, 09912 
Adapters: 
adapter, hoisting, aircraft jacking point, air- 
craft mooring, aircraft towing, and aircraft 
floor tie down, Federal item identification 
guide, 09971 
Addresses, lectures, etc.: 
by- 
Brimmer, Andrew F., 10047 
Crothers, Robert K., 10063 
Dann, C. Marshall, 10369 
Engman, Lewis A., 10051-3, 10055 
Gilliland, Whitney, 09714 
Hersman, M. Frank, 10348 
Herwig, Lloyd O., 10349 
Miller, Edward B., 10305 
President Nixon, 10046 
Reed, Johp N., 10352 
S. P. Marland, jr., 09979 
Sawhill, John C., 
Serra, Jaime D.,, 10062 
Simon, William E., 10026-7 
Washburn, C. Langhorne, 10484 
inaugural addresses from President George 
Washington to President Richard M. 
Nixon, 09742 
Adhesion: 
adhesion of ice frozen from dilute electrolyte 
solutions, 0998! 
Administration, see Administrative management. 
Administrative agencies, see Government of- 
fices. 


Do not order from index; see indicated entry 





Administrative management: 

armed services vocational aptitude battery 
scores from answer sheet and answer card 
administration, 
09674 

fwlly proceduralized job performance, 09671-3 

military claims in Europe, administration, 
09842 


comparability study 


National Guard Bureau, administrative instruc- 
tions, 10282 

representatives of administrator, 
ministrative regulations, 10019 

sample survey procedural guide, 09681 

Administrators: 

institutionalized adults with financial adminis- 
trators, 10410 

representatives, Federal aviation regulations, 
10019 

Adsorption: 

low-flow-rate carbon adsorption, field equip- 
ment and methods for organics sampling 
of surface water, 10386 

Adult education, see Education. 
Adults: 
Social security survey of institutionalized 
adults, re; - 
institutionalized with financial administra- 
tors, 10410 
Advertising: 

Federal Trade Commission's application of an- 
titrust laws to big business exploitation of 
energy crisis in misleading advertising 
(address), 10051 

Advisory Council on Intergovernmental 
Personnel Policy: 

more effective public service, Ist report to Pre- 

sident, 09936 
AEC, see Atomic Energy Commission. 
Aeration: 
hypolimnion aeration with commercial oxygen, 
bubble plume gas transfer, 09996 
Aerial radiological measuring system: 
Dresden Nuclear Power Station- 
survey of surrounding area, Morris Ill., 
Sept. 1968, 09694 
Aerodynamic heating: 

Viking aecroshell model, effects projections 
and cavities on aerodynamic heating, 
10219 

Aerodynamics: 

aerodynamic heating and loading within large 
open cavities in cone and cone-cylinder- 
flare models at Mach 6.7, 10235 

inlet flow distortion noise from subsonic fan, 
combined quadrupole-dipole model, 10258 

lateral static and dynamic aerodynamic 
parameters of Kestrel aircraft (XV-6A) 
extracted from flight data, 10238 


FAA ad- 
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SuBJECT INDEX 


Aeronautical and Space Sciences Committee, 
Senate: 
hearings, 09907 
Aeronautics: 
aeronautics and space — 
code of Federal regulations, 10038 
civil aviation in USSR (50th anniversary of its 
formation), 10261 
Federal aviation act of 1958- 
enforcement procedures, regulations, 1001! 
AFHRL, see Air Force Human Resources 
Laboratory. 
Africa: 
contributions to hydrology of Africa and 
Mediterranean region (series), 10090 
Age: 
discrimination in employment act, effect on 
labor standards act, 09946 
Aged: 
medicare general enrollment period, 1973, 
10414 
oversight on older Americans — 
hearings, 09825 
Aging: 
developments in 
problems -— 
report, 09903 
Aging, Special Committee on, Senate: 
report, 09903 
Agricultural products: 
commodity distribution, food stamp, and spe- 
cial milk programs — 
report, 09902 
U.S. actions needed to cope with commodity 
shortages, GAO report, 10084 
Agricultural Research Service: 
ARS series, 09662 
Agriculture: 
census, 1969- 
irrigation, 09707 
code of Federal regulations, 10037 
remote sensing in agriculture, 10231 
rural development, and use of land- 
papers, 09908 
technology, agriculture advances and produc- 
tion, selected papers, 09962 
see also Irrigation. 
Agriculture and Forestry Committee, Senate: 
committee print, 
report, 09889, 09902 
Agriculture Committee, House: 
hearings, 09799 
report, 09795 
Agriculture Department: 
appropriations, 1975- 
hearings, 09800-1 
meat and poultry inspection regulations, 09679 
Air, see also Air pollution. 
Air and Water Programs Office: 
publication APTD (series), 09664 
Air carriers: 
Alexander is a swoose (remarks), 09714 
foreign, operations, Federal aviation regula- 
tions, 10017 
keeping abreast of 
(address), 10063 
medical information for air ambulance opera- 
tors, 10021 
Air flow, see Flow. 
Air Force: 
computer simulations of 3 adaptive instruc- 
tional models for advanced instructional 
system, 09665 


aging, progress and 


air carrier industry 
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school of sciences, officer train- 
__ing program, 


effect of all-volunteer force on input into 
military 


reserve officers, maximum time of active duty 
that may be required to be performed on 
completion of training at 
educational institution, eliminate — 
hearings, 09821 
Air Force Human Resources Laboratory: 
technical report, 09665-77 
Air inlets (aircraft): 
forward-slanted slot throat stability bypass to 
increase stable airflow range of Mach 2.5 
— with 60-percent internal contraction, 
10221 
NACA lb-series axisymmetric inlets, investiga- 
tions, 10218 
Air pollution: 
air quality requirements, assessment of impact 
on coal, 10179 


activity, FAA report, peak day and terminal 
calendar 


area relationships, year 1973, 
10010 


controlled airway traffic, stochastic model, 
10023 


security control, Federal aviation regulations, 
10014 
space shuttle traffic model, 10229 
va vortex sensing, processing and display, 
10456 
Air traffic controllers: 
sex comparison of reasons for attrition of non- 
journeyman FAA air traffic controllers, 
09705 
Air-conditioning: 
military family housing in Hawaii, DOD's 
aaa is unnecessary, GAO report, 


Aircraft: 
adapter, hoisting, aircraft jacking point 
craft mooring, aircraft towing, and ai 
floor tie down, Federal item identification 
guide, 09971 
aircraft and related products, Federal aviation 
, 10012 
audit of payments from special bank account 
to Lockheed Aircraft Corporation for C- 
SA aircraft program during quarter ended 
Mar. 31, 1974, GAO report, 10074 
DC-10, oversight - 
hearings, 09918 
emissions, impact on air quality and feasibility 
of control, 09664 
investigation of tarbulence in lower layers of 
marine boundary layer, 10326 
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Aircraft—Con. 
Kestrel (XV-6A) lateral static and dynamic 
aerodynamic parameters extracted from 
flight data, 10238 
registration, Federal regulations, 
10013 
Aircraft accidents: 
NTSB-AAR series, 10351 
Airfoils: 
use of thick-airfoil theory to design airfoil 
families with thickness and lift varied in- 
dependently, 10246 
Airmen, see Aviators. 
Airplanes, see also Aircraft. 
Airports: 
security, Federal aviation regulations, 10016 
see also Air traffic. 
Airways: 
controlled airway traffic, stochastic model, 
10023 
Alabama: 
electric rate book, 10033 
Alaska Power Administration: 
public works appropriations, 1975- 
hearings, 09813 
Alcoholism: 
Uniform alcoholism and intoxication treatment 
act, draft of law recommended for enact- 
ment by all States, 09953 
Aliso Water Management Agency: 
sewage treatment facilities in Orange County, 
investigation, 10007 
Alkanes, see Paraffins. 
Alkyl benzene sulfonat 
Allergy: 
dust allergy, 10285 
Allocation: 
mandatory petroleum allocation, 
10024 
Alloys: 
comparison of isothermal and cyclic oxidation 
behavior of 25 commercial sheet alloys, 
10249 
Fe-Cr binary alloys, 
crevices, 10364 
gas turbine superalloys, effect of cyclic condi- 
tions on dynamic oxidation, 10248 
Alternative Comprehensive C ity Environ- 
mental Study System, see ACCESS. 
Alumina: 
aluminum oxide humidity sensor, laboratory 
study, 10272 
Aluminum: 
damping contribution of elastomeric ablator on 
aluminum beams, 10215 
J integral application to crack initiation in 
2024-T 351 aluminum alloy, 10362 
Aluminum oxides, see Alumina. 
Amazon River and Valley: 
measuring a mighty river, 10085 
Ambulance attendants: 
medical information for air ambulance opera- 
tors, 10021 
Ambulances: 
services and hospital emergency departments, 
conducting State and community surveys, 
guide, 10103 
Ambulatory care, see Medical care. 
American Battle Monuments Commission: 
annual report, 09967 
appropriations, 1975 - 
hearings, 09811 
American Indians, see Indians. 


aviation 


Sylf, * 





» See 


summary, 


solution chemistry in 
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Ammonia: 
air pollution engineering source evaluation of 
ammonia oxidation plant, 09986 
Amplifiers: 
twelve hundred to thirteen hundred MHz 100- 
watt transistor power amplifier, 10363 
Analyzers: 
phosphate, nitrate and alkyl benzene sul- 
fonates (ABS) determination in water with 
auto analyzer, 10385 
Angles: 
sharp- and blunt-nose streamwise corners 
shock waves and boundary layer interac- 
tion, 10234 
Angola, see Portugese West Africa. 
Animal waste, see Waste products. 
Antennas: 
finite-size phased antenna arrays of circular 
waveguide elements, 10259 
Antimony: 
mineral industry survey, 10178 
Antitrust laws, see Trusts (industrial). 
Apollo project, see Project Apollo (man-in-space 
program). 
Appalachian region: 
development act— 
amendments, 09855 
Appropriations: 
agriculture, environmental and consumer pro- 
tection, 1975— 
ings, 09801 
Defense Department, 1975— 
hearings, 09802 
Dept. of Transportation and related agencies, 
1975- 
hearings, 09806 
Interior Department 
1975- 
hearings, 09804 
Labor Dept. and Health, Education, and Wel- 
fare Dept., 1975- 
hearings, 09808 
legislative, 1975 — 
report, 09784 
public works for water and power develop- 
ment and Atomic Energy Commission, 


and related agencies, 


hearings, 09814 
supplemental and indefinite appropriations for 
fiscal years 1973 and 1974- 
proposals, 09873 
supplemental, 1974- 
hearings, 09909 
report, 09759, 09786 
Treasury, Postal Service, and general Govern- 
ment appropriations, 1975 -— 
hearings, 09816 
Appropriations Committee, House: 
hearings, 09800-16 
report, 09784 
Appropriations Committee, Senate: 
hearings, 09909 
report, 09891 
Aptitude tests: 
armed services vocational aptitude battery 
scores from answer sheet and answer card 
administration, comparability study 
09674 
Aquifers: 
Sokoto basin, northwestern Nigeria, with 
as of general hydrogeology, 
1 
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Archeology: 
exhibition of archeological finds of People's 
Republic of China, U.S. indemnification 
for loss to China- 


report, 09899 
historical and archeological data, preserva- 
tion- 
report, 09790 
National Park Service publications, 10334 
Archery: 
tax on bows and arrows to provide wildlife 
restoration funds — 
report, 09904 
Architecture: 
employee-attitude and office environment 
analyses for development of human and 
architectural requirements, 09985 
improving residential security, design guide, 
10104 
Argentina: 
economic trends and their implications for 
United States, 10140 
Arkansas: 
Grand (Neosho) River investigation for supply 
and pollution, 10380 
water quality standards summary — 
interstate waters, | 
Armed Forces: 
armed services paper, 09817-22 
Dependents assistance act, amend — 
hearings, 09819 
petroleum products, cutoff to U.S. military 
forces - 
hearings, 09931 
policy, troops, and NATO alliance-— 
report, 09910 
U.S. military commitments to Europe- 
hearings, 09822 
vocational aptitude battery scores from answer 
sheet and answer card administration, 
comparability study, 09674 
see also Retirement. 
Armed services, see Armed Forces. 
Armed Services Committee, House: 
hearings, 09817-22 
paper, 09817-22 
report, 09757 
Armed Services Committee, 
committee print, 09910 
report, 09893 
ARMS, see radiological 
system. 
Arms (firearms), see Firearms. 
Arms control, see Disarmament. 
Arms Control and Disarmament Agency: 
annual report, 09750 
appropriations, 1975-76, authorization — 
hearings, 09828 
Army: 
reserve officers, maximum time of active duty 
that may be required to be performed on 
completion of training at 
educational institution, eliminate - 
hearings, 09821 
Army Air Mobility Research and Development 
Laboratory: 
technical report, 09683-7 
Army Department: 
pamphiet, 0968) 
technical manual, 09682 
Army Medical Research and Nutrition 


Laboratory: 
laboratory report, 09688 


Senate: 


Aerial measuring 
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Army Memorial Affairs Agency: 
appropriations, 1975 — 
hearings, 09811 


Arrest: 
drug arrests abroad, notice, 10440 
Arrowood Civilian Conservation Corps Center: 
redesignate Lyndon B. Johnson Civilian Con- 
servation ae Center- 


report 
ARS, see yon SF Research Service. 
Arsenic: 
radiochemical separation procedures, 09701 
Asbestos: 
disintegration of Wolf Creek meteorite and 
formation of pecoraite, nickel analog of 
clinochrysotile, 10088 
Asia: 
Southeast — 
Americans missing in Southeast Asia, re- 


port, 09898 
Asian Development Bank: 
appropriations, 1974— 
report, 09756, 09758 
Assistant Secretary for International Affairs: 
Treasury Department, OASIA research techni- 
cal report, 10477 
Assistant Secretary for International Affairs 
Office: 
Treasury mt, research balance of 
payments model, users manual, 10477 
Astatine: 
radiochemical separation procedures, 09791 
Ataturk, Kemal: 
ae Turkey, 1919-38, bibliography, 
101 
Atlantic Ocean: 
Caribbean Atlantic geotraverse, NOAA-IDOE 
1971, report, magnetic data, 10325 
North- 
International Ice Patrol Service, report, 
09716 
Atlases: 
volcanic ash, 10406 
Atmosphere: 
atmosphere of Titan, 10214 
Atomic absorption 
methods of analysis of oilfield brines, barium, 
calcium, etc.,, 10197 
Atomic auxiliary power generator: 
SNAP-8 refractory boiler development pro- 
gram, 10206 
Atomic energy 
cooperation ~ yl civil uses, agreement with— 
Japan, 10442 
Atomic Energy Commission: 
AEC research and development report, 09689- 


704 
appropriations, 1975, authorization — 
09779, 09785 


report, 
Atomic fuel, see Reactor fuels. 


ATS ¢ technology satellites), see 


Attitude (inclination): 
inertia properties, effect on attitude stability of 
nonrigid spin-stabilized spacecraft, 10239 
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Attitude (psychology): 
employee-attitude and office environment 
analyses for development of human and 
architectural requirements, 09975 
factors related to drug abuse in submarine ser- 
vice, characteristic biographical profiles 
and related data, 10176 
Attrition (personnel): 
sex comparison of reasons for attrition of non- 
journeyman FAA air traffic controllers, 
09705 
Auditing: 
Commodity Credit Corporation, audit fy 1973, 
GAO report, 09744 
Audits, see Auditing. 
Auger effect: 
Auger-electron spectroscopy analysis, fracture 
surfaces, irradiated pressure-vessel steels, 
10360 
Australia: 
economic trends and their implications for 
United States, 10144 
Automatic data processing equipment, see Elec- 
tronic data processing systems. 
Automobiles: 
buying a car overseas?, be sure it meets U.S. 
air pollution control standards, 09992 
join car-pool, save energy (poster), 09718 
Avalanche diodes: 
theoretical and development work on high-effi- 
ciency avalanche diode sources, 10455 
Aviation: 
Federal aviation regulations, 10011-20 
Aviation fuel, see Turbine fuel. 
Aviation medicine, see Medicine. 
Aviation Policy and Plans Office: 
report FAA-AV, 10022-3 
Aviation structural mechanic, see Mechanics 
(persons). 
Aviators: 
airmen loss rates, development of data base 
for direct analysis, 09670 
media adjunct programming, 
media-managed approach 
pilot training, 09676 
Awards (incentive), see Rewards (prizes, etc.). 
Awards (incentives), see Rewards (prizes, etc.). 
Axial flow, see Flow. 
Axisymmetry, see Symmetry. 


individualized 
to academic 


Baghdad University: 
collaborative program on mercury with 
University of Rochester, NY, 10337 
Balance of payments: 
OASIA research balance of payments model, 
users manual, 10477 
Ballistic missiles, see Missiles. 
Band-pass filters: 
narrow energy band filters for a 250 kV con- 
stant potential X-ray machine, 09699 
Bandpass filters, see Band-pass filters. 
Banking and Currency Committee, House: 
re , 09797 
Banking, Housing and Urban Affairs Commitiec, 
Senate: 
activities, 1973 summary, 09911 
committee print, 09911 
report, 09895 
Banks and banking, see also Federal land banks. 
Banks Islands: 
journal of trip, 10301 
Basic . see Strategic materials. 
Batteries (tests), see Aptitude tests. 
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Beach erosion: 

control projects, Broward County, Fla. and 

adjacent 
09980 


areas, ecological monitoring, 


Beams: 
boundary integral method, application 
os analysis of V-notched a thee 
1 
damping contribution of elastomeric ablator on 
aluminum beams, 10215 
Bearings (machinery): 
elastohydrodynamic film thickness formula 
based on X-ray measurements with 
synthetic paraffinic oil, 10243 
Belgium: 
consular relations, convention, with exchanges 
of notes, between United States and 
Belgium, 10443 
Beneficiaries: 
contributions, benefits, and beneficiaries under 
State and local Government retirement 
systems, 10418 
Bermuda: 
surface and bottom magnetic survey in area of 
Bermuda rise, 10358 
Beryllium: 
radiochemical separaticn procedures, 09701 
Bibliography: 
Ataturk and Turkey, 10166 
colorimetry and spectrophotometry, 10268 
evaporation suppression, , 10130 
Marines in Vietnam, 10171 
medicine, 1971, history, 10306 
New York Bight, marine ecosystems analysis 
program, 10312 
ozone in water and waste water treatment, 
bibliography, 10133 
phreatophytes, 10132 
R & D research reports, Environmental Pro- 
tection Agency, 1000! 
vibrationally excited hydrogen halides, bibliog- 
raphy on chemical kinetics of chemiex- 
a and energy transfer processes, 
1 
water resource systems, analysis, 10131 
Big Bend National Park: 
general information, 10330 
Bills (congressional): 
ae services hearings on miscellaneous bills, 
20 


Bills (invoices), see Invoices. 
Bioassay, see Biological assay. 
Biological assay: 
investigation of Buffalo River, Buffalo, N.Y. 
for International Joint Commission, 10376 
Birch: 
—_— of yellow birch, 10073 


a management for non-game birds, 10426 
Blades: 
differential analysis for turbulent boundary 
layer on compressor blade element, 10252 
propeller, structural analysis and basic design, 
summary, 09683 
Blankets: 
radial blanket and shield simulation experi- 
ments, 09704 
Blood: 
plasma volume and body weight in dogs, cor- 
relation, 09688 
Blood pressure: 
high blood pressure detection and control, 
guidelines for community programs, 102783 
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Body weight: 
plasma volume and body weight in dogs, cor- 
relation, 09688 
Boilers: 
SNAP-8 refractory metal boiler development 
program, 10206 
Bombing (aerial): 
Cambodia, Presidential impeachment investiga- 
tion, statement of information— 
hearings, 09846 
Bonds, see also Savings bonds. 
Bonds of officers, etc.: 
elimination of surety bonds for Federal per- 
sonnel-— 
experience of Federal agencies, review, 
09850 
Bonds of United States: 
seven and one-half percent Treasury bonds of 
1988-93, 10475 
Bonneville Power Administration: 
energy research and development, special ap- 
propriations, 1975— 
hearings, 09815 
public works appropriations, 1975- 
hearings, 09813 
Bonus (military): 
combat-element enlistment bonus, extend — 
hearings, 09819 
Books: 
children, 1973 list, 10167 
Boone Reservoir: 
fish kill, May 9-11, 1969, 10058 
Boots and shoes: 
footwear for women - 
Dee-Vee footwear, Inc., Bridgeport, Conn, 
Tariff Commission report, 10460 
Sun-Cal Footwear, Inc, Gardena, Calif., 
Tariff Commission report, 10461 
footwear-— 
rubber-soled with fabric upper, Cranbar 
Corp, Ponce, P.R., Tariff Commission 
report, 10463 
men’s, women's, children's and infants” slip- 
pers —- 
Dolly Novelty Shoe Co., , Tariff Com- 
mission report, 1006s 
Boundaries: 
boundary integral method, application to 
Sees analysis of V-notched beams, 
0254 


international boundary study, 10438 
Boundary layer: 
compliant wall drag reduction in turbulent 
boundary layers, 10209 
differential analysis for turbulent boundary 
layer on compressor blade element, 10252 
marine, aircraft investigation of turbulence in 
lower layers, 10326 
phenomena, acoustic 
10210 
sharp- and blunt-nose streamwise corners 
shock waves and boundary layer interac- 
tion, 10234 
Bows and arrows, see Archery. 
Brazil: 
shrimp fisheries agreement, implement - 
report, 09881 
Bridges: 
special bridge replacement program, annual re- 
port of Dept. of Transportation, 09965 
Brines: 
atomic absorption methods of analysis of oil- 
field brines, barium, calcium, etc., 10197 
Broilers, see Chickens. 


radar investigations, 
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Broward County, Fla.: 
and adjacent areas, beach erosion control pro- 
jects, ecological monitoring, 09980 
Bubbles: 
bubble plume gas transfer, hypolimnion aera- 
tion with commercial oxygen, 09996 
Budget in business: 
— oS work programs and budgets for rural 
lectric distribution systems, 10399 
Budget ‘of United States: 
legislative, requests for 1974 and 1975, amend- 
ments, 09871 
1974- 
status, scorekeeping report, 09864 
1975- 


status, scorekeeping report, 09865 
Budgets: 
Tennessee Valley Authority. 1975, justification 
and estimates, 10468 
see also Budget in business. 
Buffalo River: 
bio-assay investigations for International Joint 
Commission, 10376 
Buffalo, N.Y.: 
employee-attitude and office environment 
analyses for development of human and 
architectural requirements, Buffalo Dis- 
trict Office, 09985 
Building: 
low-rent public housing— 
construction processing instructions, 10121 
systematic determination engineering 
criteria for rock, 09987 
Buildings: 
concrete for military structures, standard prac- 
tice, technical manual, 09682 
Bulletins 
Coast Guard, 09716 
Burning, see Combustion. 
Business: 
concentration by competing fuels in energy 
market and its impact on small business, 
investigation report, print 
additional copies — 
report, 09764 
concentration by competing raw fuel industries 
in energy market and its impact on small 
business, investigation, 
report, print additional copies — 
report, 09765 
data uses in private sector, proceedings of ex- 
ecutive seminar, 09710 
education and training for minority business 
en ise, task force report, 09719 
Federal Trade Commission's application of an- 
titrust laws to big business exploitation of 
energy crisis in misleading advertising 
(address), 10051 
how to do business with DHEW, 10093 
overseas business reports, 7 
small business — 
financing by SBICs, summary, 10406 
investment companies, SBIC industry 
review, 10405 
Buying, see Purchasing. 


c 
CAB, see Civil Aeronautics Board. 
Cages: 
emergence cage for soil-pupating Rhyacionia 


spp., 10069 
CAMAC, see Electronic data processing 
systems. 
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Cambodia: 
bombing, Presidential impeachment investiga- 
tion, statement of information - 
i 09846 


Cameras: 
optical analysis of compound quasi-microscope 
for planetary lander cameras, 10237 
Camping: 
in national park system, fees, facilities, etc., 
10331 
Canada: 
nongovernment organization codes for military 
standard contract administration 
aes (MILSCAP), United States 
a 


Canada- 
name to code, 09975 
trends, composition and determinants of U.S. 
direct investment in Canada, 10065 
Canal Zone: 
marriage licenses, issuance and recording, 
transfer functions from Clerk of United 
States District Court to Civil 
Affairs Director of Canal Zone Government-— 
report, 
Canal Zone Government: 
financial statement, GAO examination, 09748 
Cancer: 
national cancer program and international 
cancer research conference papers, 10274 
national cancer survey, advanced 3 year re- 
port, 1969-71 incidence, 10275 
Canisters: 
activated carbon canisters for radon protection 
in uranium mines, evaluation, 09700 
Cannabis indica: 
variables related to pre-service cannabis use in 
sample of Air Force enlistees, 09668 
Cape Cod National Seashore: 
poster, 10332 
Capital, see also Investments. 
Capitol: 
- pictorial history, 09740 
Car pools, see Automobiles. 
Caracas, Venezuela: 
earthquake damage areas, study of soil am- 
plification factors, 10322 
Carbon: 
activated carbon canisters for radon protection 
in uranium mines, evaluation, 09700 
low-flow-rate adsorption equipment and 
methods for organic sampling, field 
evaluation, 10386 
Carboxymethy! cellulose: 
duty, temporary suspension — 
report, 09792 
Careers, see Civil service-Occupations. 
Caribbean area: 
Caribbean Atlantic geotraverse, NOAA-IDOE 
1971, report, magnetic data, 10325 
Carrots: 
frozen, standards for grades, 09661 
Cars, see Automobiles. 
Cartels, see Trusts (industrial). 
Catalogs: 
Law Enforcement Assistance Administration, 
etc., library book catalog- 
periodicals catalog, 10161 
title catalog, 10162 
Marine geophysical survey, station-data listing 
and report catalog, 10354 
muhifamily reports and forms catalog, HUD 
handbook, 10113 
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Cathodes: 
endurance testing of downstream cathodes on 
low-power MPD thruster, 10250 
Cavities: 
open cavities in cone and cone-cylinder- 
flare models at Mach 6.7, 10235 
Cement: 
minerals yearbook chapter, 10189 
CEN, see Centre d Etude de 
Nucleaire. 
Census: 
census use study, U¥7i0-1 
1970 census using socioeconomic data, estimat- 
ing mental health needs, model, 10296 
population — 
supplementary report, 09709 
Center for Vocatiendl ts and Technical Education, 
Ohio State University: 
information series, 10286-7 
Central and Southern Florida Flood Control 
District: 
structure S-SA, change name to W. Turner 
Wallis Pumping Station - 
law, 09733 
Centre d Etude de l’Energie Nucleaire: 
tests of fuel assemblies under sodium in Na3 
loop of CEN/SCK-Mol, 09691 
Ceramics: 
ee ae. Tariff Commission report, 


l’Energie 


CERL, see Construction Engineering Research 
Laboratory. 
Certificates, see also Treasury certificates of in- 
de’ ness. 
Certificates of indebtedness, see Treasury cer- 
tificates of indebtedness. 
Chaff: 
lightning suppression by chaff seeding, 10323 
Chains: 
transmission chain, Federal item identification 
guide, 09974 
Chalaby, Kamal A.: 
relief, 09730 
Chattooga River: 
designation as component of national wild and 
scenic rivers system — 
law, 09732 
Chemical reactions: 
chemical kinetics data survey, 10265 
Chemicals, see also Organic compounds. 
Chemistry: 
solution ey in crevices on Fe-Cr binary 


crime in Nation's 5 largest cities, 10153 

current housing market situation, 10031 
Reservoir: 

fish inventory data, 10469 

Chickens: 
commercial broilers — 
annual production and weekly placements, 
10446 


Children: 
books, 1973 list, 10167 
child abuse, demonstration program for 
prevention, identification, and treatment, 
provide — 
hearings, print additional copies, report, 
09767 
China: 


impact of gran’ 
ment to 


most favored nation treat- 
*s Reupblic China, 10464 
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Chromatography: 
infrared Fourier transform spectrometry of gas 
chromatography effluents, 09998 
Chromium: 
Fe-Cr binary alloys, 
crevices, 10364 
Chrysotile, see Asbestos. 
Cicadellidae, see Leafhoppers. 
Circuits: 
electrenic 


solution chemistry in 


circuitry devices, Federal item 


identification guide, 09972 
irradiation of broken pin in sodium circuit, 
09689 


Cities and towns: 
British new town planning, general observa- 
tions, 10107 
Community services act-— 
report, 09794 
Civil Aeronautics Board: 
appropriations, 1975- 
hearings, 
Civil aviation, see Aeronautics. 
Civil rights: 
equal opportunities for Spanish-speaking peo- 


ple- 
hearings, 09843 
Civil service: 
Federal manager's responsibilities under merit 
system, 09715 
more effective public service, report, 09936 
public service careers, plan B (PSC-B), 10094 
Civil Service Commission: 
pamphiet, 09715 
Civil service pensions, see also Retirement. 
Civilians: 
protection under international law in Middle 
East conflict- 
hearings, 09833 
Cladding: 
fabrication of clad tube for fast reactor fuels, 


military claims in Europe, administration, 
09842 
Class actions, see Actions at law. 
Classification: 
freshwater wetlands in glaciated northeast, 
10436 
Government information proper classification 
and handling involving national security - 
hearings, 09817 
Navy officers- 
classification manual, 10356 
Classrooms: 
one to grow on, film and discussion series for 
mental health in classroom, announcement 
and order form, 10297 
Cleaning compounds: 
and polishing compounds, 
identification guide, 09973 
Climate: 


Federal item 


guide for climatological dispersion 
model, 09995 
Climatology, see Climate 
Clinics: 
outpatient psychiatric clinics - 
admission to State and county, 10298 
Clippard Instrument, Inc.: 
former workers of Paris, Tenn., plant, threat 
of unemployment by coil imports, Tariff 
Commission report, 10459 
Cloud seeding, see Weather control. 
Clouds: 
zero-gravity cloud physics laboratory, 10211 
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Coachella Valley, Calif.: 
ground-water basin of upper Coachella Valley, 
Calif., analog model study, 10092 
Coal: 
air quality requirements, assessment of impact 
on coal, 10179 
supplement, 10179 
Coal gasifiers, see Gasifiers. 
Coal mines and mining: 
ground control aspects of coal mine design, 
10184 
Coast Guard: 
in, 09716 
omnibus bill- 
report, 09894 
Coastal Engineering Research Center: 
technical memorandum, 09980 
Code of Federal regulations, 10036-8, 10040-5 
Codes: 
coding performance in 1970 census of popula- 
tion and housing, 09708 
nongovernment organization codes for military 
standard contract administration 
procedures (MILSCAP), United States 
and Canada, 09975 
Coils: 
imports, threat of unemployment for former 
workers of Paris, Tenn., plant of Clippard 
Instrument, Inc., 10459 
Cold Regions Research and Engineering 
Laboratory: 
research report, 09981 
technical reports, 09982 
Collective bargaining: 
N.L.R.B. and collective bargaining (remarks), 
10305 
Colleges and universities: 
allied health professions — 
special improvement grants, 10095 
higher education — 
personnel training programs, 1972-73, in- 
stitutes, short-term training programs, 


NASA's uiversity program, active grants and 
research contracts, 10262 
student financial assistance, theory and prac- 
tice of need analysis — 
hearings, 
Color blindness: 
color vision deficiencies in youths 12-17 years 
of age, 10277 
Colorado: 
early season snow report for Colorado, Jan. |, 
1974, water supply outlook, Federal-State- 
private-cooperative snow surveys, 10424 
Colorado River: 
lower, pesticide pollution from agricultural 
areas, I 


olorimetry: 
bibliography of NBS publications, 10268 
Combustion: 
burning of solids in oxygen-rich environments 
in normal and reduced gravity, 10228 
Combustor: 
advanced, 
bustor program, 09687 
Command modules, see Spacecraft modules. 
Commemorative stamps, see Postage stamps. 
Commerce: 
cotton, wool and man-made fiber textiles, ta- 
- cone depicting United States foreign trade, 
! 


Cc 


small, high-temperature-rise com- 
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Commerce-Con. 
effects of organized criminal activity on in- 
terstate and foreign commerce — 
hearings, 09913 
global market survey, 10148 
Commerce Committee, Senate: 
committee print, 09912, 09921 
hearings, 09913-20 
report, 09881, 09894, 09901 , 09904 
Commerce Department: 
appropriations, 1975-— 
hearings, 09810 
poster, 09717-8, 09720-2 
Commercial practices: 
code of Federal regulations, 10039 
Commercial products: 
voluntary product standard PS series, 10273 
Committees, Select Committee on, House: 
report, print additional copies — 
report, 09772 
Commodities, see Agricultural products. 
Commodity Credit Corporation: 
audit, by 1973, GAO report, 09744 
Communications: 
Congress and mass communications, institu- 
tional perspective, 09736 
MEDLINE (MEDLARS On-Line), 10307 
mine communications, 10185 
use of Federal Aviation Administration 
system, FAA regulations, 10020 
Communities, see Cities and towns. 
Community Action Administration: 
establish — 
report, 09794 
Community development programs: 
Community services act- 
report, 09794 
Community health, see Health. 
Community health services, see Health. 
Community surveys: 
conducting State and community surveys of 
ambulance services and hospital emergen- 
cy departments, guide, 10103 
Companies: 
filing annval reports with SEC, directory, 
10404 


Competition: 

Federal procurement of automatic data 
processing equipment more competition 
needed, GAO report, 10081 

Composite materials: 
composite cylindrical shells, analysis, 10260 
Compressibility: 

equipment and test procedure for determining 
multiaxial tensile and combined tensile- 
compressive strength of concrete, 09991 

Compressors: 

axial-flow compressor stability, screen-induced 
total-pressure distortion, effect, 10225 

differential analysis for turbulent boundary 
layer on compressor blade element, 10252 

Comptroller General, see General Accounting 
Office. 
Computer p 
climatological Gators model, user's guide, 





computer program for determining load-carry- 
ing capability of running skyline, 10072 

emphasis needed on Government's efforts to 
standardize data elements and codes to 
computer systems, GAO report, 10078 

FORTRAN IV routines calculation of super- 
sonic stream parameters of real gas from 





measurable quantities, 10256 


National Weather Service River Forecast 
System, snow accumulation and ablation 
model, 10319 

supersonic kernel-function flutter analysis of 
. Pn surfaces computer program, 

see also Programming (planning). 

Computer science: 

Federal use and development of advanced in- 

formation technolog 
Federal information systems and plans, 
09837 
summary of awards, Computer Research Divi- 
sion, National Science Foundation, 10346 
Computers: 
networking terminology, guide, 10271 
Concrete: 

concrete for military structures, standard prac- 
tice, technical manual, 09682 

equipment and test procedure for determining 
multiaxia! tensile and combined tensile- 
compressive strength, 09991 

Condensation: 

treatment of sulfite evaporator condensates for 

recovery of volatile components, 09997 
Cones: 

aerodynamic heating and loading within large 
open cavities in cone and cone-cylinder- 
flare models at Mach 6.7, 10235 

Conference c ittee: 

committee print, 09735 

report, 09758-9, 09773-4, 09798, 09890 
Conferences, congresses, etc.: 

international organization and conference se- 
ries, 10439 

Configurations: 

acoustic performance comparison of 5 muffler 
configurations on small helicopter, 10241 

evaluation of various sizes and configurations 
of fuel tanks, 09684 

Congress: 

Congress and mass communications, institu- 

tional perspective, 09736 
Congress of United States: 

Congress rediscovers itself, Republican report, 
09867 

Congressional record — 

92d Congress, 2d session, bound volumes, 
09723-5 

92d Congress, 2d session, bound volume, 
09726-7 





law - 
private, 09728-31 
public, 09732-4 
Congressional committees: 
meetings to be open to public— 
response to subcommittee questionnaire, 
09934 
Senate - 
expenditure authorizations for Senate com- 
mittees, 09966 
Congressional Operations Joint Committee: 
committee print, 09736 
Congressional record, see Congress of United 
States. 
Conservation, see Natural resources. 
Conservation farming, see Soil conservation. 
Conservation irrigation, see Irrigation. 
Constitution of United States: 
constitutional oath of office for Federal em- 


hearings, 09839 
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Constitution of United States—Con. 
constitutionality of professional 
review legislation — 
memorandum in support of Government's 
motion, 09926 
history of provisions of Constitution on im- 
peachment, 10157 

Construction, see Building. 

Construction Engineering _ Laboratory: 
interim report, 09983-4 
technical report, 09985-7 

Consuls: 
consular r , conv: 

of notes, between United States 
Belgium, 10443 

Consumer products: 

pesticides, actions needed to protect consumer 
from defective products, GAO report, 
10082 

Consumer Protection Agency: 

establish — 
report, 09901 
Consumers: 
agriculture-envir tal and < 
tection, appropriations, 1975— 
hearings, 
agriculture, environmental and consumer pro- 
tection appropriations, 1975— 
hearings, 09801 
Consumer energy act-— 
hearings, 09916-7 
c er probh of Klamath Indians, call 
for action, 10054 
egg research and consumer information-— 
hearings, 09799 
nutrition and consumer, 09957-8 
pesticides, actions needed to protect consumer 
from defective products, GAO report, 
10082 


standards 


with exchanges 
and 








pro- 





protect against unfair and deceptive housing 
sales - 
hearings, 09915 
Containerization: 
inventory of American intermodal equipment, 
1973, 10173 
Continental Shelf: 
oil and gas, development -— 
report, 09921 
Outer Continental Shelf oil and gas general 
lease sale, offshore Texas, 1974 proposal, 
10165 
west coast Continental Shelf bottom gravity 
measurements, Cape Flattery to Santa 
Cruz, 10316 
Contractors: 
Farm labor 
amend - 
hearings, 09824 
Contracts: 
contract report - 
Waterways Experiment Station, 09990 
see also Collective bargaining-Government 
contracts. 
Control systems: 
CAMAC serial system organization, descrip- 
tion, 09703 
fail-operational control of turbojet engine, self- 
teaching digital computer program, 10227 
ground control aspects of coal mine design, 
10184 
integrated power/attitude 
(IPACS) study- 
conceptual designs, 10208 
MSFC sortie spacelab environmental control 
system (ECS) phase B, 10233 


contractor registration § act, 


control system 
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spacelab phase B study, enviromental control 
systems, component handbook, 10232 
Convection of heat, see Heat transfer. 
Conventions and treaties, see Consuls-Treaties. 
Cook, Donald C., Nuclear Plant, see Donald C. 
Cook Nuclear Plant. 


ooling: 
solar heating and cooling demonstration act — 
background and legislative history, 09857 
hearings, 09951 
report, 09761 
Core drilling: 
overcoring equipment and techniques used in 
rock stress determination, 10183 
Cores: 
research turbine for high-temperature core en- 
gine application, 10255 
Corporations: 
disclosure of corporate ownership by 32 of lar- 
gest Corporations — 
printing of compilation, authorize, report, 
09768 


c 


disclosure of corporate ownership, 09870 
doing foreign banking or financing that main- 
tain reserve accounts with Federal reserve 
banks, list, 10048 
taxability of insurance company dividends 
received by corporations — 
report, 09774 
Cosmetics: 
FDA information materials for food and 
cosmetic industries, 10064 
Cost of Living Council: 
congressional oversight of administrative agen- 
cies — 
hearings, 09940 
Cotton: 
certain cotton, cotton waste, and cotton 
products, Tariff Commission report, 10458 
medium staple cotton, statistical relationships 
of fiber properties to yarn properties and 
to spinning efficiency, 09662 
wits ee United States foreign trade, 
1 


Cotton cloth, see Cotton. 
Cotton goods, see Cotton. 
Council of Consumer Advisers: 
establish — 
report, 09901 
Council on Environmental Quality: 
appropriations, 1974, increase— 


hearings, 
appropriations, 1975 - 


finite-size phased arrays of circular waveguide 
elements, 10259 
Courses of study, see Curriculum. 
Court of Claims: 
judgments rendered, 09868 
Courts: 
State and local court problems, federally sup- 
pee ae to solve, more needs to 
done, GAO report, 10080 
Courts of United States: 
, I975- 
hearings, 09810 
request, amendment, 09746 
Cracking of metals, see Fracture of metals. 
Cranbar Corp..,: 
Ponce, P.R., rubber-soled footwear with fabric 
upper, Tariff Commission report, 10463 
Crashes, see Motor vehicle accidents. 


c 
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Credit: 
truth in lending, amendments to act and 
amendments and interpretations of regula- 
tion Z, 10049 
Credit unions, see also Federal credit unions. 
Crime and criminals: 
crime in Nation's 5 largest cities, 10153 
effects of organized criminal activity on in- 
terstate and foreign commerce-— 
a , 09913 P 
Law Enforcement Assistance Administration, 
etc., library book catalog— 
periodicals catalog, 10161 
title catalog, 10162 
Criminal jurisdiction, see also Crime and 
criminals. 
Criminal justice, see also Crime and criminals. 
Criminal law: 
reform of Federal criminal laws — 
hearings, 09944 
Criminal procedure: 
Federal rules of criminal procedure, amend, 
proposal, 09754 
Critical materials, see Strategic materials. 
Crops, see also Seeds. 
Cross Timbers National Grasslands: 
redesignate Lyndon B. Johnson National 
Grasslands — 


report, 09889 
CRREL, see Cold Regions Research and En- 
gineering Laboratory. 


, stomatopoda, 


minerals yearbook chapter, 10191 
Culverts: 
culvert icing problems, laboratory study, appli- 
cation of electrical energy, 09982 
Curriculum: 
science course materials for administrators and 
others interested in school curricula, con- 
ferences, 10338 
Curvature (mathematics): 
curvature-corrected Kirchoff formulation for 
radar sea-return from near vertical, 10205 
Cyclic intermediates, see Organic compounds. 
paw ot see Thermal cycling. 
Cylinde 
cokmenis heating and loading within large 
open cavities in cone and cone-cylinder- 
flare models at Mach 6.7, 10235 
Cylindrical shells, see Shells (structural). 


D 


Damping: 
damping contribution of elastomeric ablator on 
aluminum beams, 10215 
Data acquisition: 
data base development for direct analysis of 
airmen loss rates, 09670 
data uses in private sector, proceedings of ex- 
ecutive seminar, 09710 
management of data clements in information 
processing, 10264 
specifications for integrated water quality data 
acquisition system, 10390 
Data compression: 
impact testing of materials using 8-inch air gun 
and computer reduction of data, 09696 
Data processing, see Information storage and 
retrieval systems. 
Data retrieval, see Information storage and 
retrieval systems. 
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De-icing, see Ice. 
Debt, see also Finance Committee, Senate- 
Public debt 


Decision programming, see Programming 
(mathemaiics). 
Decisions: 
court decisions relating to National labor rela- 
tions act, 10304 
Dee-Vee Footwear, Inc.: 
Bridgeport, Conn., footwear for women, 
Tariff Commission report, 10460 
Defense Civil Preparedness Agency: 
technical report TR series, 09970 
Defense Department: 
air-conditioning requirement for military fami- 
ly housing in Hawaii is unnecessary, GAO 
report, 10077 
appropriations, 1974, supplemental — 
report, 09777 
appropriations, 1975— 


hearings, 
audit of payments from special bank account 
to Lockheed Aircraft Corporation for C- 
5A aircraft program during quarter ended 
Mar. 31, 1974, GAO report, 10074 
handbook H series, 09975 
Defense Production Joint Committee: 
annual report, 09884-5 
report, 09884 
Demography: 
using 1970 census socioeconomic —_ estimat- 
ing mental health needs, model, 
Denmark: 
economic trends and their implications for 
United States, 10139 
Dental schools: 
i of Columbia, 
assistance, extend -— 
i 09823 


Federal financial 


Dentists: 
dental public health, grants for residency pro- 


_ 10099 
ae see also Armed Forces. 
Deposition, see Sédimentation and deposition. 
Depression (psychology), see also Mental disor- 
dors. 


Designs (aircraft/ raft): 
use of thick-airfoil theory to design airfoil 
families with thickness and lift varied in- 
dependently, 10246 
Designs (architectural), see Architecture. 
Designs (industrial): 
economic accountability and planning of work 
in scientific research and design USSR 
study, 10152 
Detection: 
success-run equation for detection applica- 
tions, 10361 
wake oa sensing, processing and display, 
1 


Detroit, Mich.: 
crime in Nation's 5 largest cities, 10153 
Devices: 
electronic circuitry devices, Federal item 
identification guide, 09972 
DHEW, see Health, Education, and Welfare De- 
partment. 
Differential analyzers: 
differential analysis for turbulent boundary 
layer on —— blade element, 10252 
Digests, see Index 
Digital —— control system, see Control 





DIME (Dual Independent Map Encoding), see 
Geography. 
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Diodes, see also Avalanche diodes. 
Directories: 
American Indian students pursuing profes- 
sional health careers, 10096 
information resources, Federal Government, 
10168 
Securities and Exchange Commission, compa- 
nies filing annual reports, 10404 
Disabled: 
social security disability applicant, 
statistics, 10421 
Disarmament: 
Arms control and disarmament act, amend— 
hearings, 09828 
report, 09770 
arms control and disarmament— 
current negotiations on arms limitations, 
09680 


1969 


Soviet propaganda and strange case of 
Marshal Grechko, 09945 
Disasters: 
disaster relief act, amend- 
law, 09734 
report, 09897 
Federal disaster assistance programs, 
book for applicants, 10106 
Discharge: 
dynamic model of stage-discharge relations af- 
fected by changing discharge, 10318 
venting characteristics of gaseous helium and 
nitrogen discharging into free stream, 
10222 
Disclosure in accounting: 
disclosure of corporate ownership, 09870 
Discrimination in employment: 
Age discrimination in employment act, effect 
on labor standards act, 09946 
equal opportunities for Spanish-speaking peo- 
ple- 


hand- 


peltiogs, 09843 
impediments to employment, reanalysis of 
household interview studies, 10409 
nondiscrimination in Federally-assisted pro- 
grams, 10122 
sex comparison of reasons for attrition of non- 
eumoraes FAA air traffic controllers, 
5 


Discrimination in housing 
equal opportunities > Spanish-speaking peo- 
ple- 


beta, 09843 
fair housing U.S.A., 10105 
nondiscrimination in Federally-assisted pro- 
grams, 10122 
title 8 field operations handbook, 10111 
Diseases, see also Hereditary diseases. 
Dispersion: 
climatological dispersion model, user's guide, 
09995 


Distortion: 
screen-induced 
axial-flow compressor stability, 
10225 
District of Columbia: 

District of Columbia self-government and 
governmental reorganization act, legisla- 
tive history - 

committee print, 09922 
medical and dental manpower act, extend - 
hearings, 09823 

self-government and governmental reorganiza- 

tion act, amend - 
report, 09774 


total-pressure distortion on 
effect, 
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taxability of insurance company dividends 
received by insurance companies — 


report, 09774 
District of Columbia Committee, House: 


hearings, 09823 
District of Columbia Committee, Senate: 
Dividends, see Insurance companies. 
Dolly Novelty Shoe Co., Inc.: 
Clifton, N.J., men’s, women’s, children’s and 
infants’ slippers, Tariff Commission re- 
port, 10462 
Donald C. Cook Nuclear Plant: 
Indiana & Michigan Electric Company, fiche 
index for nuclear dockets — 
units | and 2, 09698 
DOT, see Transportation Department. 
Dove, see Mourning doves. 
Down, see Feathers. 
Drag (aerody i $s): 
compliant wall pe seduction in turbulent 
boundary layers, 10209 
drag and distribution, measurements of single- 
element fuel injectors for scramjet super- 
sonic combustors, 10224 
nee Nuclear Power Station: 
rial radiological measuring — 
a of surrounding area, Morris, Ill., 
. 1968, 09694 








Drug abuse: 
Air Force enlistees, variables related to pre- 
service is use, 
drug arrests abroad, notice, 10440 
submarine service, factors related to drug 
abuse, characteristic bi ical profiles 
and related data, 10176 
Drug Enforcement Administration: 
catalog — 
periodicals catalog, 10161 
title catalog, 10162 
Dust: 
dust allergy, 10285 
Duties, see Tariff. 
Dynamics: 
features of dynamic structure of deep estuary, 
10317 


E 


Earnings, see Wages. 
Earth sciences, see Science. 
Earthquakes: 

damage areas, Caracas, Venezuela, soil am- 

plification factors, 10322 

East (Middle East): 

between war and peace, Nov.-Dec. 1973, 09929 

under international law in 


Germany. 
Eastern States, see East (U. %. ). 
Ecology: 
ecological monitoring of beach erosion control 
eS Broward County, Fla. and ad- 
jacent areas, 09980 
marine ecosystems analysis 
Peer oo of New York PBight, 10312 
soil microcommunities and ecosystems, con- 
ference proceedings, 09697 
ic conditions: 


Economic 
foreign economic trends and their implications 
"Tor United States, 10139-47 
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Economic conditions—Con. 
inflation and economic welfare, implications 
for monetary policy, 10047 


Public works and economic development act— 
amendments, 09855 
resource scarcity, economic growth, and en- 
vironment— 
hearings, 09738 
Economic growth, see Economic development. 
Economic Joint Committee: 
hearings, 09737-8 
Economic policy: 
barriers to innovation in industry, opportuni- 
ties for public policy changes, 10336 
Federal Trade Commission's role in policing 
the market will assist in keeping competi- 
tion vigorous, Law Day address, 10055 
International economic policy act, appropria- 
tions, 1975-6, authorization — 
report, 09895 
see also International cooperation. 
Economics: 
American economic interests and international 
antitrust policy (address), 10052 
economic accountability and planning of work 
in scientific research and design USSR 
study, 10152 
social and economic effects of highways, 
10029 
Ecosystems, see Ecology. 
Education: 
admission rates by highest level of education 
attained, State and county mental 
hospitals, 10300 
adult education, annual report, 10201 
continuing education in mental health, project 
summaries, 10293 
education and training for minority business 
enterprise, task force report, 09719 
environmental education act, amend —- 
report, 09896 
professions development act, 
grams, 1972-73, 09978 
research in education (periodical) -— 
annual index, 10290 
time for responsibility, 09979 
see also Elementary educati 
struction. 
Education and Labor Committee, House: 
committee print, 09826 
hearings, 09824-5, 09827 
report, 09769, 09794 
Education and Training for Minority Business 
Enterprise Task Force: 
report, : 
Educational Resources Information Center: 
ERIC, profile, 10288 
research in education (periodical), 10290 
Educational surveys: 
student evaluation in vocational and technical 
education, 10286 
vocational and technical education, personnel 
evaluation, 10287 
Efate Island: 
journal of trip, 10791 
Effluents: 
infrared Fouricr transform spectrometry of gas 
chromatography effluents, 09998 


training pro- 


De. 
t 





= 


ess: 
research and consumer information —- 
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Egmont Key National Wildlife Refuge: 
establish — 


report, 09760 
Elastic materials: 
shear-stress intensity factors for elastic sheets 
0240 








ics, see Hydrodynamics. 


damping cummibutien of elastomeric ablator on 

aluminum beams, 10215 
Elections: 

political participation in elections under Dis- 
trict of Columbia self-government and 
governmental reorganization act, 

provide — 

report, 09774 
Electric energy, see Electrical energy. 
Electric lines: 

PLS (power, transmission lines, substations) 
listing, power facilities operated by Recla- 
mation Bureau, 10395 

Electric power distribution, see Electricity. 
Electric power plants: 

PLS (power, transmission lines, substations) 
listing, power facilities operated by Recla- 
mation Bureau, 10395 

Electric utilities: 

policy issues, 09939 

Electrical : 


energy: 

application of electrical energy to culvert icing 
problems, laboratory study, 09982 

Electricity: 

annual work programs and budgets for rural 
electric distribution systems, 10399 

national electric rate book, 10033-4 

principal electric facilities in United States, 


semi-annual statistical summary, 10400 
TVA- 
power disiributors, fiscal years 1969-73, 
Statistics, 10473 
typical bills, residential, commercial and indus- 
trial, 10032 
underground power transmission research, ap- 


underground _ transmission research— 


hearings, 
Shanes 
electroacoustic transducers, scattering-matrix 
description and near-field measurements, 
10270 


Electrolytes: 
ee ee ee ee 


survey, 10148 
lectrons: 
Auger-electron spectroscopy analysis, fracture 

—— . irradiated pressure-vessel steels, 

1 
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Elementary education: 
improving elementary and secondary education 
in natural sciences, social sciences, 
mathematics, 10340 


Elm: 
annotated list of Cicadellidae and Fulgoridae 
of elm, 10071 
Emergency powers, see War and emergency 
power. 
Emission: 
air pollutant 


emissions engineering source 
evaluati of i 


oxidation plant, 





Emittance, see Emmission. 
Emmet County, Mich.: 
soil survey report, 10430 
Emmission: 
aircraft emissions, impact on air quality and 
feasibility of control, 
Employee benefit plans: 
employee benefit programs, low-rent housing 
administration of program guide, 10110 
Employee security benefit act— 
summary of differences between Senate and 
House versions of H.R.2, 09735 
see also Pensions. 
Employee pensions, see Pensions. 
Employees, see also Office employees. 
Employer-employee relations, see Industrial rela- 
tions. 
Employment: 
guide to job placement of mentally retarded, 
10372 


Job security assistance act, material relating to 
administration proposal, 09862 
see also Discrimination in employment. 
Employment taxes: 
internal revenue bulletin, cumulative index- 
digest supplement system, 10135 
Energy, see Electrical energy-Force and energy- 
Power resources-Radiant energy. 
Energy conservation, see Power resources. 
Energy resources, see Power resources. 
Enforcement of law, see Law enforcement. 
Engineering: 
criteria for rock, systematic determination, 
09987 
Engineers: 
Federal scientific and technical personnel in 
1972, 10344 
Engines (aircraft): 
drag and distribution, measurements of single- 
element fuel injectors for scramjet super- 
sonic combustors, 10224 
fail-operational control of turbojet engine, self- 
teaching digital computer program, 10227 
feasibility test with jet engine data, human 
resources sensitivity to system design 
tradeoff alternatives, 09667 
Engines (aircraft/spacecraft), see also Turbines. 
Enlisted men, see Air Force. 
Environment: 
ACCESS, Santa 
Process, 10335 
agriculture, environmental and consumer pro- 
tection ropriations, 1975- 
hearings, 1 
aircraft investigation of turbulence in lower 
layers of marine boundary layer, 10326 


Barbara Regional Pilot 


environmental and consumer protection ap- 
propriations, 1975— 
hearings, 09800 
environmental control system, spacelab 
B study, component handbook, 10232 
environmental education act, amend— 
report, 09896 
environmental hazards and systems schools, 
09970 


environmental health series, water supply and 
pollution control, 10379 

environmental monitoring series, 09993-5 

environmental protection technology series, 
09996-9 


Environmental Radioactivity Laboratory inter- 
comparison studies program, 09994 
Expo "74, preserve environment, 10-cent stamp 
(poster), 10478 
MSFC sortie spacelab environmental control 
system (ECS) phase B, 10233 
Outer Continental Shelf oil and gas general 
— sale, offshore Texas, 1974 proposal, 
101 
resource scarcity, economic growth, and en- 
vironment — 
hearings, 09738 
simulated space environment effects on Skylab 
parasol material, 10220 
socioeconomic environmental studies series, 
10001-2 
Environmental health, see Health. 
Environmental Protection Agency: 
a gy 1975- 
arings, 09800 
EPA compendium of registered pesticides -- 
fungicides and nematicides, 10370 
insecticides, acaricides, molluscicides and 
anti-fouling compound, 10371 
pesticides, actions needed to protect consumer 
—— defective products, GAO report, 


technical report, 10003-7 
Environmental Quality Office: 
appropriations, 1974, increase — 
arings, 09848 
Environmental Radioactivity Laboratory: 
intercomparison studies program, 09994 
Environmental Research Laboratories: 
NOAA technical memorandum — 
ERL OD series, 10315-22, 10327 
NOAA technical report — 
ERL-SEL series, 10323-6 
EPA, see Environmental Protection Agency. 
Equal employment opportunity, see Discrimina- 
tion in employment. 
Equations: 
boundary integral method, application to 
eae analysis of V-notched beams, 
1 
success-run equation for detection applica- 
tions, 10361 
supersonic kernel-function flutter analysis of 
- Fe surfaces computer program, 
1021 
Equipments, see Containerization. 
ERIC, see Educational Resources Information 
Center. 
ERL, see Environmental Research Laboratories. 
Erosion, see also Beach erosion. 
Error analysis: 
of data base 





burning of solids in oxygen-rich env 
in normal and reduced gravity, 10228 
employee-attitude and. office environment 
analyses for development of human and 
architectural requirements, 09985 
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loss rates, dev 
for direct 
fail-operational control of turbojet engine, self- 
teaching digital computer program, 10227 
Espino, Ernesto, see Scofield, Ernest E.. 
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Espiritu Danto Island: 
journal of trip, 10301 
Estate tax, see Inheritance and transfer tax. 
Estuaries: 
deep estuary, features of dynamic structure, 
10317 
Europe: 
Eastern-— 
impact of granting most favored nation 
treatment, 10464 
military claims, administration, 09842 
U.S. military commitments -— 
hearings, 09822 
E tion of school 
Evaporation: 
evaporation suppression, bjbliography, 10130 
volatile components, treatment of sulfite 
evaporator condensates for recovery, 
09997 


see Educational surveys. 





Excavation: 
systematic determination 
criteria for rock, 09987 
Excise tax: 
internal revenue bulletin, cumulative index- 
digest supplement system, 10136 
Executive, see President of United States. 
Executive department: 
executive branch organization for international 
economic policy, 09924 
see also Government offices. 
Executive orders, see President 
States. 
Executive privilege (Government information): 
historical statements on executive privilege 
and impeachment, 10159 
secrecy in Government, freedom of informa- 


of engineering 


of United 


tion- 
hearings, 09932 
Executives: 
data uses in private sector, proceedings of ex- 
ecutive seminar, 09710 
Exercise, see Physical fitness. 
Exhaust emissions: 
buying a car overseas?, be sure it meets U.S. 
air pgilution control standards, 09992 
Exhibitions: 
archeological finds of People’s Republic of 
China, U.S. indemnification for loss to 
China - 
report, 09899 
Expo '74, preserve environmert, 10-cent stamp 
(poster), 19478 
Experiments and experimentation: 
radial blanket and shield simulation experi- 
ments, 09704 
solar energy, proof of concept experiments, 
10345 


Export-Import Bank of United States: 
appropriations, 1974- 
report, 09756, 09758 
Exports: 
export opportunities for electronics industry 
production and test equipment, global 
market survey, 10148 
regulation, extend - 
report, 09797 
U.S. actions needed to cope with commodity 
shortages, GAO report, 10084 
Expositions, see Exhibitions. 
Extraction (chemistry): 
semi-automatic extraction of organic materials 
from water, 10387 
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FAA, see Federal Aviation Administration. 
Failure analysis, see Error analysis. 
Fair housing, see Discrimination in housing. 
Fair labor standards act, see Labor standards. 
Families: 
family characteristics — 
admissions to State and county mental 
hospitals and outpatient psychiatric 
clinics, 10298 
rental and cooperative housing for lower in- 
come families, 10118 
Farallon National Wildlife Refuge: 
designate certain lands as wilderness area— 
report, 
Farm Credit Administration: 
Statistical bulletin, 10008-9 
Farm labor: 
contractor registration act, amend— 
hearings, 09824 
Farm mortgages, see also Mortgages. 
Farms: 
farm real estate mortgages recorded, 10008 
Fast reactors, see Reactors (atomic). 
Favored nation clause: 
impact of granting most favored nation treat- 
ment to countries of Eastern Europe and 
People’s Republic of China, 10464 
FCA, see Farm Credit Administration. 
FCM, see Federal Coordinator for Meteorologi- 
cal Services and Supporting Research. 
FDA, see Food and Drug Administration. 
Feathers: 
duty on crude feathers and downs, temporary 
suspension — 
report, 09791 
Federal agencies, see Government offices. 
Federal aid, see Grants-in-aid. 
Federal assistance programs: 
information for registered nurses entering 
agreement to serve in shortage area, 10101 
intergovernmental science programs, program 
awards, 10342 
Federal Aviation Administration: 
air traffic activity, peak day and terminal area 
relationships, calendar year 1973, 10010 
enforcement procedures, regulations, 10011 
FAA-AM series, 09705 
regulations, 10011-20 
report FAA-AV, 10022-3 
report FAA-RD series, 10454-5 
use of communications system, regulations, 
10020 
use of organization ombudsman, Western Re- 
gion, test program, 10474 
views on nondestructive testing (address), 
10062 


Federal Bureau of Investigation: 
statutory authority for domestic intelligence 
activities, 09840 
Federal Bureau of Prisons: 
library book catalog -— 
title catalog, 10162 
Federal civil service, see Civil service. 
Federal Communications Commission: 
appropriations, 1975-— 
hearings. 09811 
overview — 
i 09919 


Federal Coordinator for Meteorological Services 
ing Research: 
10311 


and S 
FCM series, 
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‘Federal credit unions: 
National Credit Union Administration, finan- 
cial statement, 1973, GAO examination, 
10079 
type of membership classification, 10280 
Federal employees, see Government officials 
and employees. 
Federal Government, see Government. 
Federal Housing Administration: 
Assistant Secretary for HPMC-FHA Commis- 
sioner, organization, 10114 
definitions, policy statements and general 
rulings in administering insured mortgage 
and low-rent housing programs of HUD- 
FHA, 10115 
home property appraisal, questions and an- 
swers, 10123 
Federal item identification guides: 
adapters, hoisting, aircraft jacking point, air- 
craft mooring, aircraft towing, and aircraft 
floor tie down, 09971 
cleaning and polishing compounds, 09973 
electronic circuitry devices, 09972 
transmission chain, 09974 
Federal land banks: 
characteristics of loans, 1972, 10009 
Federal Power Commission: 
R series, 10032 
Federal Prison Industries: 
financial statements, GAO examination, 09751 
Federal reserve banks: 
State member banks 
system, list, 10048 
Federal reserve member banks: 
State member banks - 
Federal reserve system, 10048 
Federai retirement systems, see Retirement 
Federal Trade Commission: 
appropriations 1974 - 
supplemental, proposal, 09749 
policies in promoting free flow of information 
on its activities as law enforcement agen- 
cy (address), 10053 
Feedlots: 
control water pollution from animal waste and 
reuse waste as fertilizers - 
report, 09793 
Fellowships: 
NATO postdoctoral fellowships in uci 1ce, in- 
formation, 10341 
Ferroalloys: 
mineral industry survey, 10181 
Ferrous metals: 
Fe-Cr binary alloys, 
crevices, 10364 
FHA, see Federal Housing Administration. 
Fibers: 
statistical relationships of fiber properties to 
yarn properties and to spinning efficiency 
of medium staple cottons, 09662 
FIIG, see Federal item identification guides. 
Film air-cooling. see Film cooling. 
Film cooling: 
film air-cooled turbine vane, pressure-loss and 
flow coefficients, 10226 
geometrical and flow parameters, effect on 
high-effectiveness region of film cooling. 
10253 
Films (coating), see also Oil films. 
Films (photography): 
one to grow on, film and discussion series for 
mental health in classroom, announcement 
and order form, 10297 
see also Motion pictures. 
Filters and filtration, see also Band-pass filters. 


of Federal reserve 


solution chemistry in 
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Finance: 
financial planning in ambulatory 
grams, announcement, 10102 
financial statements — 
Federal Prison Industries, Iac., GAO ex- 
amination, 09751 
National Credit Union Administration, 1973, 
GAO examination, 10079 
Panama Canal Company and Canal Zone 
Government, GAO examination, 09748 
Tennessee a Authority, GAO examina- 
tion, 09752 
small business financing by SBICs, summary, 


health pro- 


10406 
State vocational rehabilitation agency, program 
and financial plan, 10397 
Finance Committee, Senate: 
committee print, 09924, 09926 
hearings, 09923, 09925, 09927 
report, 09906 
Financial assistance, see Grants-in-aid. 
Firearms: 
published ordinances, important information to 
gun dealers, 09678 
Fish and fisheries: 
Boone Reservoir fish kill, May 9-ll, 1969, 10058 
code of Federal regulations, 10045 
current fisheries statistics, 10308-10 
fish inventory data— 
Chickamauga Reservoir, 10469 
Wheeler Reservoir, 10470 
frozen fishery products, 10309 
North Carolina landings, 10308 
production of fish fillets and steaks, 10310 
subfamily Salmoninae, interspecific hybridiza- 
i = fishes, annotated bibliography, 
Fisheries, see Fish and fisheries. 
Fission: 
irradiation of broken pin in sodium circuit, 
09689 


Flexibility: 
compliant or flexible wall drag reduction in 
turbulent boundary layers, 10209 
Flight: 
lateral static and dynamic aerodynamic 
parameters of Kestrel aircraft (XV-6A) 
extracted from flight data, 10238 
media adjunct programming, individualized 
media-managed approach to academic 
pilot training, 09676 
Flight instruction, see Flight. 
Flight training, see Flight. 
Flood control, see Floods. 
Floods: 
flash floods, general information, 10353 
Flood control act, amend-— 
report, 09880 
Mississippi River, supplemental appropriation 
for flood control- 
proposal, 09872 
stage-discharge relations os by changing 
discharge, dynamic model, 10318 
Florida Flood Contro! District, Bi a and 
Pe Southern Florida Flood Control District. 
iw: 
comparison of measured and calculated 
velocity profiles of laminar incompressible 
free jet at low Reynolds numbers, 10244 
flow coefficients inside turbine vane, 10226 
forward-slanted slot throat stability bypass to 
increase stable airflow range of Mach 2.5 
po with 60-percent internal contraction, 
10221 
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Flow -—Con. 
geometrical and flow parameters, effect on 


high-effectiveness region of film cooling, 
10253 


inlet flow distortion noise from subsonic fan, 
combined quadrupole-dipole model, 10258 

screen-induced total-pressure distortion effects 
on axial-flow compressor stability, 10225 

sharp- and blunt-nose effect on hypersonic 
flow field of streamwise corners at Mach 
20, 10234 

supersonic stream parameters of real gas cal- 
culation from measurable quantities using 
FORTRAN IV routines, 10256 

Flow of water, see Hydraulics. 
Fluorspar: 

minerals yearbook chapter, 10191 
Flutter (aircraft/spacecraft): 

supersonic kernel-function flutter analysis of 
thin lifting surfaces computer program, 
10217 

Food: 

FDA information materials for food and 
cosmetic industries, 10064 

Federal food programs, 1974, 09955 

food safety in kitchen, 09663 

national nutrition policy, working paper— 

experiences, 09956 

nutrition and consumer, 09957-8 

nutrition and health, 09959 

nutrition and international situation, 09960 

nutrition information and programs, selected 
papers, 09961 

technology, agriculture advances and 
production, selected papers, 09962 

Food and Drug Administration: 
FDA information materials for food and 
cosmetic industries, 10064 
Food stamps: 
act, amend- 
report, 09902 
Footwear, see Boots and shoes. 
Force and energy: 

vibrationally excited hydrogen halides, bibliog- 
raphy on chemical kinetics of chemiex- 
citation and energy transfer processes, 
10267 

Forecasts: 

National Weather Service River Forecast 
System, snow accumulation and oblation 
model, 10319 

Foreign Affairs Committee, House: 

committee print, 09829-31, 09834 

hearings, 09828, 09832, 09835-6 

report, 09770, 09780 

Subcommittee on International Organizations 
and Movements - 

hearings, 09833 
survey of activities, 09834 
Foreign aid: 
foreign assistance appropriations, 1974 - 
report, 09756, 09758 
Foreign assistance, see Foreign aid. 
Foreign commerce, see C ¢. 
Foreign countries: 

foreign economic trends and their implications 
or United States, 10139-47 

nutrition and international situation, national 
policy - 

working paper, 09960 
Foreign investments, see Investments. 
Foreign policy, see International relations. 
Foreign Relations Committee, Senate: 
committee print, 09928-9 








legislative history — 
88th-90th Congress, 09928 
report, 09883, 09887, 09898-9 
Foreign trade, see Commerce. 
Forest and forestry: 
conservation, materials to help teach, list, 
10066 
research paper, 10071 
Forest conservation, see Forest and forestry. 
Forest management: 
computer-produced timber forest management 
plans, program TEVAP, 10070 
Forest Service: 
appropriations, 1975— 
hearings, 09804 
research note, 10069-70 
research paper, 10071-3 
Forests and forestry: 
research note, 10069-70 
research paper, 10072-3 
FORTRAN, see 
grams/programming. 
Fouling organisms: 
EPA compendium of registered pesticides, an- 
tifouling compounds, etc., 10371 
Fourier transforms, see Transformations 
(mathematics). 
FPC, see Federal Power Commission. 
Fracture of metals: 
fracture surfaces of irradiated pressure vessel 
steels, Auger electron spectroscopy analy- 
sis, 10360 
J integral application to crack initiation in 
2024-T 35] aluminum alloy, 10362 
Freedom of information act, see Public informa- 


Computer pro- 


thon. 
Freeport, Tex.: 
harbor (45-foot project), engineers report- 
departmental edition, ooo8s 
document edition, 09753 
Frequency standards: 
standards of time and frequency in U.S.A., 
10269 
Fresh fruit, see Fruit. 
Fresh water biology: 
classification of freshwater 
glaciated Northeast, 10436 
Frozen foods, see also Fish and fisheries. 


wetlands in 


Fruit: 
fresh fruit and vegetable unloads FVUS series, 
09656-60 


fresh, unloads- 
eastern cities by commodities, States and 
months, 09656 
midwestern cities, by commodities, States 
and months, 09657 
southern cities by commodities, States and 
months, 
western cities, by commodities, States and 
months, 
41 cities, 09660 
Fruits, see Fruit. 
FTC, see Economic policy. 
Fuel: 
concentration by competing raw fuel industries 
in energy market and its impact on small 
business, investigation, 
report, print additional copies — 
report, 09764-5 
drag and distribution, measurements of single- 
element fuel injectors for scramjet super- 
sonic combustors, 10224 
see also Reactor fuels. 
Fuel tanks, see Tanks. 
Fuels, see Fuel. 
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Fulgoridae, see also Planthoppers. 
Funds: 

Department of Defense stock funds, accom- 
plishments, problems, and ways to im- 
prove, GAO review, 10076 

impoundment of funds, Presidential im- 
peachment investigation, statement of in- 
formation — 

hearings, 09845 
Fungicides: 

EPA compendium of registered pesticides, 

fungicides and nematicides, 10370 


G 


Gas: 
bubble plume gas transfer, hypolimnion aera- 
tion with commercial oxygen, 09996 
ideal gas state from 0 to 1500 K, properties of 
alkane hydrocarbons, C-1 through C-10, 
chemical thermodynamic properties of 
hydrocarbons and related substances, 
10180 
national gas survey and synthetic fuel develop- 
ment, concentration by competing raw 
fuel industries in energy market and 
its impact on small business, investigation re- 
port, print additional copies — 
report, 09764 
natural, industries, 
tion - 
hearings, 09916-7 
natural— 
minerals yearbook chapter, 10194 
oil and gas development on Continental Shelf, 
09921 
Outer Continental Shelf oil and gas general 
lease sale, offshore Texas, 1974 proposal, 
10165 
see also Gases. 
Gas chromatography, see Chromatography. 
Gas mask canisters, see Canisters. 
Gas producers: 
noncaking coal 
producer, 10198 
Gas turbines, see Turbines. 
Gases: 
irradiation of broken pin in sodium circuit, 
09689 


regulation and deregula- 


gasified in stirred-bed 


supersonic stream parameters of real gas cal- 
culation from measurable quantities using 
FORTRAN IV routines, 10256 
Gasifiers: 
noncaking coal gasified in 
producer, 10198 
General Accounting Office: 
report to Congress, by Comptroller General of 
United States, 10074-84 
General Services Administration: 
procurement of automatic data processing 
equipment, more comp 
GAO report, 1008! 
Genetics: 
genetic disease, what are the facts, 10292 
genetics of yellow birch, 10073 
Geochemistry: 
influence of liquid waste disposal on 
geochemistry of water at National Reactor 
Testing Station, 10087 


stirred-bed 





G 


cography: 

Caribbean Atlantic geotraverse, NOAA-IDOE 
1971, report, magnetic data, 10325 

data uses in private sector, proceedings of ex- 
ecutive seminar, 09710 
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Cemeaest Survey: 
10086 
posense paper, 10088-9 
water supply paper, 10090-2 


Geology: 
lithostratigraphy and depositional environ- 
ments of Lexington limestone 
(Ordovician) of central Kentucky, 10089 
Geometry: 
geometrical and flow parameters, effect on 
high-effectiveness region of film cooling, 
10253 
Geophysics: 
Marine geophysical survey (1965-68), station- 
data listing and report catalog, 10354 
Geothermal energy: 
research, development, 
act- 
report, 09796 
Germany: 
Five year plan summary, 09977 
GI loans, see Loans. 
Gift tax, see Inheritance and transfer tax. 
Go, Gloria: 
relief, 09729 
Goats: 
sheep and goats inventory, 10452 
Government: 
general Government appropriations, 1975-— 
hearings, 09816 
government in sunshine, meetings of agencies 
and congressional committees shall be 
open to public, 09934 
ctory, Federal 


and demonstration 





information 
Government, 10168 
intergovernmenta! science programs, program 
needs, 10342 
more effective public service, report, 09936 
revenue sharing, its use by and impact on local 
governments, GAO report, 10083 
Government agencies, see Government offices. 
Government contracts: 
Law Enforcement Assistance Administration, 
grants and contracts, 10155 
NASA's university program, active grants and 
research contracts, 10262 
nongovernment caine codes for military 
standard tract administration 
procedures (MILSCAP), United States 
and 


Canada- 
name to code, 09975 
Government offices: 
congressional oversight of administrative agen- 
cies - 
hearings, 09940 
elimination of surety bonds for Federal per- 
sonnel -— 
experience of Federal agencies, review, 
09850 


energy research and development activities, 
ap s, I975- 
report, 
meetings of agencies be open to public, 
bp to subcommittee questionnaire, 


U.S. actions needed to cope with commodity 
. GAO report, 10084 
Government officials and employees: 
constitutional oath of office for Federal em- 
ployees— 
hearings, 09839 
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Government officials and employees—Con. 
elimination of surety bonds for Federal per- 


sonnel 
experience of Federal agencies, review, 
09850 


Federal employees — 
legislation enacted during 92d Congress, 
09851 
legislation enacted during 93d Congress, 
09852 
health benefits - 
social workers’ services for mental health, 
hearings, 09849 
see also Civil service. 
Government Operations Committee, House: 
activities, 93d Congress, Ist session, interim 
report, 09838 
committee print, 09838 
hearings, 09837 
report, 09793 
Government Operations Committee, Senate: 
committee print, 09933-6 
document, 09870 
hearings, 09930-2 
Government Procurement Commission: 
acquisition of major systems— 
report, 09933 
Government supplies: 
acquisition of major systems— 
Government Procurement Commission re- 
port, 09933 
Federal item identification guide, 09971-4 
Federal test method standard, 10050 
Procurement of automatic data preceaas 
equipment, more competition 
GAO report, 10081 
Grand River: 
investigation, Kansas, 
Arkansas, 10380 
Grants-in-aid: 
allied health professions - 
special improvement grants, 10095 
Federal-aid highway act, analysis, 10028 
health professions special project grants, 10098 
information for registered nurses entering 
agreement to serve in shortage area, 10101 
Law Enforcement Assistance Administration, 
10155 
NASA's university program, active grants and 
research contracts, 10262 
NiAid fiscal year 1972 awards, 10303 
post-completion management of neighborhood 
facilities grant program, 10120 
public health special purpose area traineeships, 
10097 


Oklahoma, Missouri, 


student financial assistance - 
hearings, 09827 
Gravity: 
measurements, West Coast Continental Shelf 
bottom, Cape Flattery to Santa Cruz, 
10316 
normal and reduced, burning of solids in ox- 
ygen-rich environments, 10228 
Great Britian: 
British new town planning, general observa- 
tions, 10107 
Grechko, Andrey A.: 
Soviet disarmament propaganda and strange 
case of Marshal Grechko, 09945 
Greece: 
military assistance restrictions — 
report, 09883 
ig” ~ a options for controlling damage, 
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Ground support cone “ey 
metallic walls for ballistic missile 
, 2 ground support systems, 09983 
Ground water, see Water. 
Group insurance, see Life insurance. 
Growth: 
effects of salinity and temperature on commer- 
cial shrimp, Penaeus aztecus ives, study, 


Guns: 
firearms, published ordinances, important in- 
formation to gun dealers, 09678 
Gypsum: 
mineral industry survey, 10182 


H 


Hafnium: 
minerals yearbook chapter, 10196 
Halides: 
vibrationally excited hydrogen halides, bibliog- 
raphy on chemical kinetics of chemiex- 
citation and energy transfer processes, 
10267 
Hardboard, see Pulpboard. 
Hawaii: 
air-conditioning military family housing, 
DOD's requirement is unnecessary, GAO 
report, 10077 
Waipio stabilization ponds and surrounding 
area, investigation, 10005 
Hazards: 
environmental hazards and systems schools, 
09970 


Health: 
American Indian students pursuing profes- 
sional health careers, directory, 10096 
community health medic of Indian Health Ser- 
vice - 
progress report, 10126 

comprehensive health planning as carried out 
by State and areawide agencies in three 
States, GAO report, 10075 

environmental health perspectives, 10291 

environmental health series, water supply and 
pollution control, 10379 

grants for public health special purpose area 
traineeships, 10097 

guidelines for community programs in high 
blood pressure detection and control, 
10283 

health services research and health statistics 
am gh revise and expand -— 


report, 
nutrition and health, national policy — 
working paper, 09959 
occupational safety and health - 
general industry standards and interpreta- 
tions, 10366 
professions special project grants, 10098 
public health, traineeship program, grants for 
residency programs in preventive 
medicine and dental public health, | 
public health - 
conference on records and statistics, 10276 
social and health indicators system - 
Mound Bayou, Miss., 09711 
vital and health statistics — 
data from National health survey, 10277 
data on National health resources, 10278 
Health care institutions, see Health centers. 
Health centers: 
financial planning in ambulatory health pro- 
grams, announcement, 10102 
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Health centers—Con. 
health maintenance organizations — 
law, explanation and text, 09947 
inpatient health facilities as reported from 1971 
MFI survey, 10278 
Health Education, and Welfare Department: 
appropriations, 1975- 
hearings, 
Health insurance: 
administration health proposal — 
hearings, 09923 
comprehensive health insurance plan— 
message from President, 09743 
health insurance statistics, HI series, 
10411-5 
medical insurance, your medicare handbook, 
10423 
social workers’ services for mental health 
under Federal employees health benefits 
program — 
hearings, 09849 
see also Medicare. 
Health maintenance organizations, 
centers. 
Health personnel, see Medical personnel. 
Health professions, see Medical personnel. 
Health, Education, and Welfare Department: 
appropriations, 1974- 
report, 09756, 09758 
appropriations, 1975- 
hearings, 09807, 09809 
comprehensive health planning as carried out 
by State and areawide agencies in three 
States, GAO report, 10075 
how to do business with DHEW, 10093 
Heat shields: 
damping contribution of elastomeric ablator on 
aluminum beams, 10215 
determination of vibration characteristics of 
corrugated, flexibly supported, heat-shield 
paneis, 10245 
Heat transfer: 
convection cooled turbine vane, pressure loss 
and flow coefficients, 10226 
Viking aeroshell model, effects of projections 
and cavities, 10219 
Heating: 
aerodynamic heating and loading within large 
open cavities in cone and cone-cylinder- 
flare models at Mach 6.7, 10235 
solar heating and cooling demonstration act - 
background and legislative history, 09857 
hearings, 09951 
report, 09761 
Heating oils, see Petroleum. 
Helicopters: 
external loads effects on sling properties, 
09685 


10296, 


see Health 


small helicopter, comparison of acoustic per- 
formance of 5 muffler configurations, 
10241 
Helium: 
venting characteristics of gaseous helium and 
nitrogen discharging into free stream, 
10223 
Hemophilia: 





wastewater treatment plants, evaluation, 10006 
Herbert Hoover Presidential Library: 

historical materials, 10263 
Hereditary diseases: 

genetic disease, what are the facts, 10292 
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HEW, see Health, Education, and Welfare De- 
partment. 
High blood pressure, see Blood pressure. 
High Plains, see LLano Estacado. 
High schools, see also Secondary education. 
Higher education, see Colleges and universities. 
Highways, see Roads and highways. 
Historic sites: 
ruins stabilization in southwestern United 
States, 10334 
History 
Capitol, pictorial history, 09740 
historical and archeological data, preserva- 
tion - 
report, 09790 
historical materials in Herbert Hoover Pre- 
sidential Library, 10263 
Homes: 
endorsement for insurance for home mortgage 
programs, 10117 
FHA home property appraisals, questions and 
answers, 10123 
insurance, FHA system, general in- 
formation, 10108 
underwriting-technical direction for home 
mortgage insurance handbook, 10116 
Hoover, Herbert, Presidential Library, see Her- 
bert Hoover Presidential Library. 
Horse racing, see Racing. 
Horses: 
temporary suspension of duty— 
report, 
Hose: 
anti-chafe hose, 09686 
Hospital insurance, see 
surance. 
Hospitalization insurance: 
hospital insurance, your medicare handbook, 
10423 
Hospitals: 
ambulance services and hospital emergency 
‘ting State and commu- 
nity survey, guide, 
inpatient health facilities as reported from 1971 
MFI survey, 10278 
outpatient psychiatric services, 1971-72, 
Statistics. 10295 
House Administration Committee, House: 
report, 09762, 09764-7, 09772 
House of Representatives: 
document, 09739-55 
procedures, amend - 
report, 09776 


report — 
public bill, 09756-7, 09759-98 
Households: 
impediments to employment, reanalysis of 
household interview studies, 10409 
Houses: 
improving residential security, design guide, 
10104 
Housing: 
air-conditioning military family housing in 
Hawaii, DOD's requirement is unnecessa- 
ry, GAO report, 10077 
census — 
evaluation and research program, 09708 
current housing market situation, 1003! 
definitions, policy statements and general 
i in administering insured 


Hospitalization in- 


low-rent housing administration of program 
guide, employee benefit programs, 10110 
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Housing—Con. 
low-rent public housing — 
construction processing instructions, 10121 

multifamily reports and forms catalog, 10112-3 

rental and cooperative housing for lower in- 
come families, 10118 

uniform and full disclosure of certain informa- 
tion with respect to sales — 

hearings, 09915 

see also Discrimination in housing. 

Housing and Urban Development Department: 

appropriations, 1975— 

hearings, 0981 1-2 

definitions, policy statements and general 
rulings in administering insured mortgage 
and low-rent housing programs of HUD- 
FHA, 10115 

HUD guide series, 10109-10 

HUD handbook, 10111-21 

nondiscrimination in Federally-assisted pro- 
grams, 10122 

organization — 

Assistant Secretary for HPMC-FHA Com- 
missioner, 10114 

title 8 field operations handbook, 10111 

urban intern program fact sheet, 10125 

— and sewer programs, appropriations, 

S- 
hearings, 09800 
Housing insurance, see Mortgage insurance. 
Housing Production and Mortgage Credit: 
Assistant Secretary for HPMC-FHA Commis- 
sioner, organization, 10114 
HPMC, see Housing Production and Mortgage 
Credit. 
HUD, see Housing and Urban Development De- 
partment. 
Human engineering: 

employee-attitude and office environment 
analyses for development of human and 
architectural requirements, 09985 

Human factors engineering, see Human en- 
gineering. 

Human resources, see Ability. 

Humidity: 

aluminum oxide humidity sensor, laboratory 
study, 10272 

Hurricanes: 

SPLASH(special program to list amplitudes of 
surges from hurricanes), general track and 
variant storm conditions, 10321 

Hybridization: 

interspecific hybridization of fishes of sub- 
family Sal i tated bibliog- 
raphy, 10315 

Hydraulic turbines, see Turbines. 
Hydraulics: 

low-flow-rate carbon adsorption equipment 
and methods for organics sampling of sur- 
face waters, field evaluation, 10336 

Hydrocarbons: 

and related substances, chemical  ther- 
modynamic properties, properties of al- 
kane hydrocarbons, C-1 through C-10 in 
ideal gas state from O to 1500 K, 10180 

Hydrodynamics: 

elastohydrodynamic film thickness formula 
based on X-ray measurements with 
synthetic paraffinic oil, 10243 

Hydroelectric power plants, see Electric power 
plants. 
Hydrogen: 

monitoring of sodium-water leak-tightness of 
sodium-heated steam generators by 
hydrogen dosage. 09690 
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vibrationally excited hydrogen halides, bibliog- 
raphy on chemical kinetics of chemiex- 
— and energy transfer processes, 
1026 


a: 
aquifers in Sokoto basin, northwestern 
Nigeria, with description, 10090 


Hydrography: ; 
stage-discharge relations affected by changing 
discharge, dynamic model, 10318 
Hydrology: 
contributions to hydrology of Africa and 
Mediterranean region (series), 10090 
Pine-Popple River basin, hydrology of wild 
river area, northeastern Wisconsin, 10091 
Hypersonic flow, see Flow. 
Hypolimnia: 
hypolimnion aeration with commercial oxygen, 
bubble plume gas transfer, 09996 


I 


ICC, see Interstate Commerce Commission. 
Ice: 
adhesion of ice frozen from dilute electrolyte 
solutions, 09981 
culvert icing problems, laboratory study, appli- 
cation of electrical energy, 09982 
Icing resistance: 
culvert icing problems, laboratory study, appli- 
cation of electrical energy, 09982 
Idaho: 
resource conservation and development pro- 
ject, short term plan, 10425 
Identification: 
aircraft and related products, Federal aviation 
regulations, 10012 
IDOE, see International Decade of Ocean Ex- 


ploration. 
IHS, see Indian Health Service. 
Immigration and emigration: 
immigration and naturalization, investigations 
and studies — 
authorization and expenses, report, 09900 
Impact: 
impact testing of materials using 8-inch air gun 
and computer reduction of data, 09696 
Impeachments: 
law of impeachment — 
concept of impeachable offense, 10156 
history of provisions of Constitution on im- 
peachment, 10157 
legal aspects of impeachment, overview - 
historical statements on executive privilege 
and impeachment, 10159 
judicial review of impeachment convictions, 
10160 


study, 10158 
Presidential impeachment, investigation, state- 
ment of information -— 
hearings, 29845-6 
Impingement: 
impingement cooled turbine vane, pressure 
loss and flow coefficients, 10226 
Impounded funds, see Funds. 
Inauguration of the President, see President of 
hited States. 
Incentive awards, see Rewards (prizes, etc.). 
Income: 
rental and cooperative housing for lower in- 
come families, 10118 
supplemental security income, pocket guide, 
10417 
Income tax: 
collection process, income tax accounts, 10137 


Page I-21 





SUBJECT INDEX 


Income tax—Con. 
index-d‘zest system, internal revenue bulletin, 
101346 
looseleaf regulations system, service series, 
10138 
incompressible flow, see Flow. 
Index digests: 
index-digest system, internal revenue bulletin, 
10134-6 


Interior Department unpublished decisions, 
1943-54 cumulative, 10435 
Indexes: 
fiche index for nuclear dockets, 09698 
research in education (periodical), 10290 
Indian Claims Commission: 
appropriations, 1975 - 
hearings, 09803 
Indian Health Service: 
community health medic program — 
progress report, 10126 
Research and Development Office -— 
structure and functions, 10127 
Indian Ocean: 
means of measuring naval power with special 
reference to U.S. and Soviet activities in 
Indian Ocean, 09831 
Indiana and Michigan Electric Company: 
fiche index for nuclear dockets, 09698 
Indians: 
American, students pursuing professional 
health careers, directory, 10096 
Land use planning act - 
report, 09763 
Indicators: 
social and health indicators system - 
Mound Bayou, Miss., 09711 
Industrial arbitration, see also Collective bar- 
gaining. 
Industrial relations: 
joint labor-management trust funds for legal 
services — 
legislative history, 09949 
National labor relations act- 
court decisions, 10304 
Industrial safety, see Safety of life. 
Industrial wastes: 
pollutional effects of pulp and paper mill 
wastes in Puget Sound, 10057 
Industry: 
barriers to innovation in industry, opportuni- 
ties for public policy changes, 10336 
electronics industry production and test equip- 
ment, export opportunities, global market 
survey, 10148 
industrial development in TVA area, 10471 
keeping abreast of air carrier industry 
(address), 10063 
small business investment companies, SBIC 
industry review, 10405 
Inertia: 
inertia properties, effect on attitude stability of 
nonrigid spin-stabilized spacecraft, 10239 
Inflation (finance): 
inflation and economic welfare, implications 
for monetary policy (remarks), 10047 
Information, see Public information. 
Information exchange, see Information storage 
and retrieval systems. 
Information processing, see Information storage 
and retrieval systems. 
Information services: 
data uses in private sector, proceedings of ex- 





ecutive seminar, 09710 
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Information storage and retrieval systems: 
mphasis 


and report catalog, 10354 
MEDLINE (MEDLARS On-Line), 10307 
Information theory, see also Computer science. 
Infrared rays: 
infrared et transform spectrometry of gas 
chromatography effluents, 09998 
Inheritance and transfer tax: 
state and gift tax, internal revenue bulletin, cu- 
mulative index-digest supplement system, 
10134 
Injectors: 
drag and distribution, measurements of single- 
element fuel injectors for scramjet super- 
sonic combustors, 10224 
Injuries: 
child abuse, demonstration program for 
prevention, identification, and treatment, 
provide — 
hearings, print additional copies, report, 
09767 


crash/injury ejection study, commercial vehi- 
cle accidents, 10200 
Inlets, see Air inlets (aircraft). 
Innovations, technological, see Technological in- 
novations. 
Insecticides: 
EPA compendium of registered pesticides, in- 
secticides, etc., 1037 
Installations (military): 
concrete for military structures, standard prac- 
tice, technical manual, 
Institutions: 
survey of institutionalized adults, report, 10410 
ee see Programmed _instruction- 
eac 
Instrumentation: 
CAMAC serial system organization, descrip- 
tion, 09703 
Instruments: 
instruments fact sheet IFS series, 10328 
Insurance, see also Mortgage insurance. 
Insurance companies: 
taxability of dividends received by corpora- 
tions in D.C.- 
report, 09774 
Integral equations, see Equations. 


Integrals: 
J integral application to crack initiation in 
2024-T 351 aluminum alloy, 10362 
Intelligence service: 
FBI's domestic activities — 
Statutory authority, 09840 
Inter-American . Bank: 
4- 
report, 09756, 09758 
Inter-American Foundation: 
, 1974- 
report, 09756, 09758 
Interagency Land Use Policy and Planning 


3 
Council to Coordinate a 
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Intergovernmental Personnel Policy, Advisory 
Council on, see Advisory Council on Inter- 
governmental nel Policy. 

Interior and Insular Affairs Committee, House: 

report, 09763, 09778, 09787-90 
Interior and Insular Affairs Committee, Senate: 
committee print, 09939 


Interior Department: 
appropriations, 1975-— 
hearings, 09803-5 
conservation publications and related subjects, 
list, 10129 
decisions — 
index-digest, unpublished decisions, 1943-54 
cumulative, 10435 
public works appropriations, 1975— 
hearings, 09813 
Intermodalism, see Containe rization. 
Internal revenue: 
code of Federal regulations, 10040-1 
internal revenue bulletin - 
index-digest system, 10134-6 
IRS looseleaf regulation system — 
procedure and administration, 10138 
looseleaf regulations system — 
service series, 10138 
Internal Revenue System: 
looseleaf regulations system — 
procedure and administration, 10138 
Internal security, see National security. 
Internal Security Committee, House: 
committee print, 
hearings, 09839 
International cooperation: 
executive branch organization for internationa 
economic policy, 09924 
international social security agreements, mea- 
sures to protect international migrant wor- 
kers, 1042 
International Decade of Ocean Exploration: 
Caribbean Atlantic georaverse, NOAA-IDOE 
1971, report, magnetic data, 10325 
International Development Association: 
appropriations, 1974- 
report, 09756, 09758 
International Ice Patrol Service: 
North Atlantic Ocean, report, 09716 
International law: 
protecting civilians in Middle East conflict - 
hearings, 
International organizations: 
international organization and conference se- 
ries, 10439 
International relations: 
current foreign policy, 10439 
foreign policy implications of energy crisis — 
hearings, print additional copies, report, 
09766 
International economic policy act, 
tions, 1975-6, authorization — 
report, 09895 
International Telephone and Telegraph 
Company: 
SEC, agency independence and ITT case, 
legislative oversight, 09841 
International trade, see Commerce. 
Interns: 
internship program, Law Enforcement 
Assistance Administration, 10154 
urban intern, program fact sheet, HUD, 10125 


appropria- 





Internship, see Interns. 
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Interparliamentary Union: 
conference report of U.S. delegation to meet- 
ing, 09830 
Interstate and Foreign Commerce Committee, 
House: 
ings, 09841 
Interstate commerce, see Commerce. 
Interstate Commerce Commission: 
appropriations, 1975 — 
hearings, 09806 
decisions (bound reports), 10149 
Inventions, see Patents. 
Inventories: 
American intermodal equipment, 1973, invento- 
ry, 10173 
department of Defense stock funds, accom- 
plishments, problems, and ways to im- 
prove, GAO review, 10076 
fish data— 
Chickamauga Reservoir, 10469 
Wheeler Reservoir, 10470 
Investment companies: 
small business, SBIC industry review, 10405 
Investments: 
Capital invesiment decision analysis, applica- 
tion of dynamic programming, 10022 
trends, composition and determinants of U.S. 
direct investment in Canada, 10065 
Invoices: 
typical electric bills— 
residential, commerical and industrial, 10032 
Ions: 
effects of salinity and temperature on commer- 
cial shrimp, Penaeus aztecus ives, study, 


lowa: 
water quality standards applicable to interstate 
waters subject to its jurisdiction establish, 
10059 
Iran: 
military mission, agreement, 10441 
Irradiation, see Radiation. 
Irrigation: 
census of agriculture, 1969, 09707 
IRS, see Internal Revenue System. 
Italy: 
map, 09713 
Iteration (mathematics): 
iterative methods for plasma-sheath calcula- 
tions, application to spherical probe, 
10236 
ITT, see International Telephone and Telegraph 
Company. 


J 


Japan: 
atomic energy, cooperation for civil uses, 
agreement, 10442 
United States-Japan cooperative medical 
science program, annual report, 09755 
United States-Japan cooperative science pro- 
gram, 10350 
Jasper County Board of Education: 
land conveyance —- 
report, 09787 
Jet engines, see Engines (aircraft). 
Jet fuels, see Fuel. 
Jets: 
comparison of measured and calculated 
velocity profiles of laminar incompressible 
free jet at low Reynolds numbers, 10244 
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Job analysis: 
Air Force- 
draft military specification for organizational 
and intermediate maintenance, 09671 
handbook for JPA developers, 09672 
medical service career field, Air Force, 09669 
similarity of job types reported from two inde- 
pendent analyses of occupational data, 
09675 


Job performance, see Work. 

Jobs, see Employment. 

Johnson, Lyndon B., Civilian Conservation 
Corps Center, see Lyndon B. Johnson 
Civilian Conservation Corps Center. 

Johnson, Lyndon B., Memorial Grove on the 
Potomac, see Lyndon Baines Johnson 
Memorial Grove on the Potomac. 

Johnson, Lyndon B., National Grasslands, see 
Lyndon B. Johnson National Grasslands. 

Joint Publications Research Service: 

JPRS series, 10152 

Journals: 

Senate, 92d Congress, 2d session, 09866 

Judicial Administration Joint Committee, District 
of Columbia: 

supplemental funds — 
request, 09875 
Judicial review: 
judicial review of impeachment convictions, 
10160 
Judiciary, see Courts of United States. 
Judiciary Committee, House: 
activities, summary, 93d Congress, Ist session, 
09847 


committee print, 09842, 09844, 09847 
hearings, 09843, 09845-6 
Judiciary Committee, Senate: 
committee print, 09942, 09945 
hearings, 09932, 09940, 09943-4 
investigations and studies — 
authorization and expenses, report, 09900 
report, 09879, 09888, 09900 
Jupiter (planet): 
viewed from Pioneer 10 (poster), 10203 
Justice Department: 
appropriations, 1975- 
hearings, 09810 
Juvenile delinquency: 
investigations and studies, authorize - 
hearings, 09943 


K 


Kansas: 

counties, population estimates, 09712 

Grand (Neosho) River investigation for supply 
and pollution, 10380 

Kentucky: 

first settlement commemorative postage stamp 
(poster), 10479 

lithostratigraphy and depositional environ- 
ments of Lexington limestone 
(Ordovician) of central Kentucky, 10089 

Kernel function, see Equations. 
Kestrel aircraft, see Aircraft. 
Key Biscayne, Fla.: 

Government expenditures on President 
Nixon's private properties, Presidential 
impeachment investigation, statement of 

information — 

hearings, 09845 
Kinetics: 

vibrationally excited hydrogen halides, bibliog- 

raphy on chemical kinetics of chemiex- 
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r0267 ~ rhe ; 
see also Chemical reactions. 
King George County, Va.: 
soil survey report, 10432 
Kirchoff laws: 
curvature-corrected Kirchoff formulation for 
radar sea-return from near vertical, 10205 
Kitchens: ~ 
food safety in kitchen, 09663 
Klamath Indians: 
consumer problems, call for action, 10054 


L 


Labor: 

Monthly labor review, reprint, 10164 
see also Migrant labor. 

Labor and Public Welfare Committee, Senate: 
committee print, 09946-7, 09949-50, 09952-3 
hearings, 09948, 09951 
ag activities, 93d Congress summary, 


report, 09892, 09896 
Labor Department: 
appropriations, 1975— 
hearings, 09807-9 
Labor management relations act, see Industrial 
relations. 
Labor relations, see Industrial relations. 


port, 
Labor Statistics Bureau: 
bulletin, 10163 
Labor unions, see also Coliective bargaining. 
Laboratories: 
nuclear medicine laboratory, general informa- 
tion, 10392 
Lake County, S. Dak.: 
soil survey report, 10431 
Laminar flow, see Flow. 
Laminated materials: 
laminated cylindrical shells analysis, 10260 
Land: 
advance acquisition of land program, HUD 
handbook, 10119 
— rural development and use of 


papers, 09908 
land management for non-game birds, 10426 
Land use planning act- 
report, 09763 
National resource lands management act— 
report, 09905 
resources, Santee — basin, North Carolina, 
South Carolina, | 
Land banks, see also Federal land banks. 
Landing ( 
optical analysis of compound quasi-microscope 
for planetary landers, 10237 
Lard: 


livestock slaughter, lard production, 10447 
Lattice theories: 
stiffness matrix reduction for large structural 
aan using Cholesky decomposition, 





Law: 
impeachment -— 
concept of impeachable offense, 10156 
of provisions of Constitution on im- 
peachment, 10157 
aspects, historical statements on execu- 
tive privilege and impeachment, 10159 
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Law-—Con. 
legal aspects, judicial review of im- 
peachment convictions, 10160 
legal aspects, overview, 10158 
joint labor-management trust funds for legal 
services — 
legislative history , 09949 
slip law (private) 93d Congress, 09728-31 
slip law (public) 93d Congress, 09732-4 
State veterans’ laws, digest, 09968 
Law Day: 
address, Federal Trade Commission's role in 
oeticing the market will assist in keeping 
(address), 10055 





~e 
Law enforcement: 
enforcement procedures, 
10011 
library book catalog- 
periodicals catalog, 10161 
title catalog, 10162 
Law Enforcement Assistance Administration: 
federally supported attempts to solve State 
and local court problems, more needs to 
be done, GAO report, 10080 
grants and contracts, 10155 
internship program, 10154 
library book catalog — 
periodicals catalog, 10161 
title catalog, 10162 
Laws, see Law. 
Leafhoppers: 
elm, annotated list, 10071 
Leaks: 
monitoring of sodium-water leak-tightness of 
sodium-heated steam generators by 
hydrogen dosage, 09690 
Learning: 
center operations, survey of present state-of- 
the-art, 09677 
Leases: 
Outer Continental Shelf oil and gas general 
lease sale, offshore Texas, 1974 proposal, 
10165 
Leavenworth Penitentiary: 
inspection of Federal facilities — 
report, 09844 
Legal services, see also Law. 
Legislation: 
areawide water quality management, suggested 
representative or model legislation, 10000 
international treaties and legislation involving 
American patents and trademarks 
(address), 10369 
Legislative appropriations, see Appropriations. 
Lexington limestone, see Limestone. 
Liberia: 
economic trends and. their implications for 
United States, 10146 
Libraries: 
medical libraries, extend programs -— 
report, 09892 
Licenses, see also Patents. 
Life insurance: 
National Guard members pay allotments from 
group life insurance premiums — 
report, 09893 
Lift (aerodynamics): 
supersonic kernel-function flutter analysis of 
thin lifting surfaces computer program, 
10217 
use of thick-airfoil theory to design airfoil 
families with thickness and lift varied in- 
dependently, 10246 
Lightning: 
suppression by chaff seeding, 10323 


FAA regulations, 





Lights and lighting: 
turn off unnecessary lights, 
(poster), 09722 


save energy 


Lime: 
minerals yearbook chapter, 10192 
Limestone: 
lithostratigraphy and depositional environ- 
ments of Lexington limestone 
(Ordovician) of cons Kentucky, 10089 
Liquids: 
influence of liquid waste disposal on 
geochemistry of water at National Reactor 
Testing Station, 10087 
minerals yearbook, 10194 
wicking of liquids in screens, 10257 
Lists, see also Geophysics. 
Lithium: 
tantalum-alloy-clad uranium mononitride fuel 
specimens in pumped-lithium-loop-test, 
10251 
Livestock: 
slaughter, meat and lard production, 10447 
LLano Estacado: 
High Plains — 
precipitation, variability, 10324 
Load (mechanics): 
aerodynamic heating and loading within large 
Open cavities in cone and cone-cylinder- 
flare models at Mach 6.7, 10235 
helicopter external loads effects on sling pro- 
perties, 09685 
Loading, see Uniading and lading. 
Loans: 
characteristics of Federal land bank loans, 
10009 


guaranteed student loans — 
report, 09769 
veterans, guaranteed and direct, questions and 
answers, 10485 
Local government, see Government. 
Lockheed Aircraft Corporation: 
audit of payments from special bank account 
to Lockheed Aircraft Corporation for C- 
5A aircraft program during quarter ended 
Mar. 31, 1974, GAO report, 10074 
Logging, see Lumbering. 
Loops: 
tantalum-alloy-clad uranium mononitride fuel 
— in pumped-lithium-loop-test, 
1 1 
tests of fuel assemblies under sodium in Na3 
loop of CEN/SCK-Mol, 09691 
Los Angeles, Calif.: 
crime in Nation's 5 largest cities, 10153 
Low-rent housing, see Housing. 
Lubricants: 
elastohydrodynamic film thickness formula 
based on X-ray measurements with 
synthetic paraffinic oil, 10243 
Lumbering: 
running skyline, computer program for deter- 
mining load-carrying capability, 10072 
Tennessee Valley loggers, rainfall guide, 10472 
Lyndon B. Johnson Civilian Conservation Corps 
Center: 
designate — 
report, 09889 
Lyndon B. Johnson National Grasslands: 
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MacDonald, David R.: 
nomination — 
hearings, 09927 
Machinery: 
turn off machines when not in use, save ener- 
gy (poster), 09721 
Machines, see Machinery. 
Magnesium: 
radiochemical separation procedures, 09701 
Magnetic fields: 
average daily variations in magnetic field as 
observed by ATS-5, 10242 
Magnetic surveys: 
surface and bottom magnetic survey in area of 
Bermuda rise, 10358 
Magnetism: 
magnetic data from Caribbean 
geotraverse, 10325 
Magnetohydrodynamics: 
endurance testing of downstream cathodes on 
low-power MPD thruster, 10250 
Magnetoplasmadynamics, see 
netohydrodynamics. 
Maintenance: 
Air Force- 
draft military specification for organizational 
and intermediate maintenance, 09671 
handbook for JPA developers, 09672 
human resources sensitivity to system design 
tradeoff alternatives, feasibility test with 
jet engine data, 09667 
improved DVOR low level receiver main- 
tenance simulation, final report, task 2, 
10454 
Man made fiber broadwoven goods, see Textiles. 
Management: 
areawide water quality management, problems 
and approaches— 
suggested representative or model legisla- 
tion, 10000 
see also Forest management. 
Managers: 
Federal manager's responsibilities under merit 
system, 09715 
JPA managers and training specialists, Air 
Force, 09673 
Manpower: 
distribution project, National Health Council 
Task Force report, 10100 
Manufactures and manufacturers: 
annual survey of manufactures, 1968-69, 09706 
Marine Corps: 
Vietnam 1954-73, anthology and annotated 
bibliography, 10171 
Marine ecology, see Ecology. 
Marine environment, see Environment. 
Marine fauna: 
northeastern United States - 
crustacea, Stomaotpoda, 10327 
Marine flora: 
northeastern United States - 
crustacea, Stomatopoda, 10327 
Marital status, see Marriage. 
Maritime Administration: 
annual report, 10174 
appropriations, 1974, supplemental - 
report, 09771 
decisions, Oct. 1964-Feb. 1969, 10172 
Maritime Subsidy Board: 
decisions, Oct. 1964-Feb. 1969, 10172 


Atlantic 
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Markets and marketing: 
current housing market situation, 10031 
global market survey, 10148 
marketing in Spain, 09976 

Marking: 


registration, aircraft and related products, 
_ Federal aviation regulations, 10012 


arriage: ‘ 
marital status of patients — 

admissions to State and county mental 
hospitals and outpatient psychiatric 
clinics, 10298 

marriage licenses, Canal Zone issuance and 
recording, transfer functions from Clerk 
of United District Court to Civil 
Affairs Director of Canal Zone Government— 
report, 09888 
Mars (planet): 

Viking Mars entry vehicle aeroshell model, ef- 
fects of projections and cavities on heat 
transfer, 10219 

Marshall Space Flight Center: 
MSFC sortie spacelab environmental control 
system (ECS) phase B, 10233 
Maryland: 
waste oil recovery and reuse program, 09999 
Mass media, see Communications. 
Materials: 

impact testing of materials using 8-inch air gun 
and computer reduction of data, 09696 

shortages, energy-sufficiency and controlled 
materials plan, 09935 

Mathematical models: 
climatological dispersion model, user's guide, 


dynamic model of stage-discharge relations af- 
fected by changing discharge, 10318 
OASIA research balance of payments model, 
users manual, 10477 
snow accumulation and ablation model, Na- 
tional Weather Service River Forecast 
System, 10319 
Mathematics: 
improving elementary and secondary education 
in natural sciences, social sciences, 
mathematics, 10340 
see also Iteration (mathematics)-Mathematical 
models. 
Matrices (mathematics): 
scattering-matrix description and near-field 
measurements of electroacoustic transdu- 
cers, 10270 
stiffness matrix reduction for large structural 
systems using Cholesky decomposition, 


09984 
Maximum likelihood method: 
lateral static and dynamic aerodynamic 
parameters of Kestrel aircraft (XV-6A) 
extracted from flight data, 10238 
Mayors: 
current energy shortages oversight, urban im- 
pact, mayors’ panel-— 
hearings, 09930 
Meat: 
inspection — 
regulations of USDA, 99679 
livestock slaughter, meat production, 10447 


Mechanics (persons): 
iation structural mechanic 3&2, rate training 


aviation 
manual, 10365 
Medicaid, see also Medicare. 
Medical care: 
comprehensive health planning as carried out 
y State and areawide agencies in three 
States, GAO report, 10075 
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Medical care—Con. 
financial planning in ambulatory health pro- 
grams, announcement, 10102 
medical information for air ambulance opera- 
tors, 10021 
see also Health insurance. 
Medical Center for Federal Prisoners: 
Springfield, Mo.- 
inspection, 
Medical Department, Navy: 
manual, 10175 
Medical facilities, see Health centers. 
Medica! insurance, see Health imsurance- 
Medicare. 
Medical libraries, see Libraries. 
Medical Literature Analysis and Retrieval 
System: 
MEDLINE (MEDLARS On-Line), 10307 
Medical personnel: 
allied health professions — 
special improvement grants, 10095 
American Indian students pursuing profes- 
sional health careers, directory, 10096 
Armed Forces, authority for special pay, ex- 
tend - 
hearings, 09819 
Federal in 1972, 10344 
grants for public health special purpose area 
traineeships, | 
health professions special project grants, 10098 
job analysis of medical service career field, 
09669 


Medical schools: 
District of Columbia, 
assistance, extend - 
hearings, 09823 
Medicare: 
aged, general enroliment period, 1973, 10414 
heaith insurance statistics, HI series, 10296, 
10411-5 
health insurance under social security, 10423 
medical insurance sample - 
prescription drugs not reimbursed by SMI, 
10411 
persons meeting supplementary medical in- 
surance deductible, 10415 
use of physicians’ services by geographic re- 
gion, 10412 
utilization of services and reimbursement per 
person served by geographic division and 
State, 10413 
Medicine: 
aviation medical report AM series, 09705 
history, 1971, bibliography, 10306 
medical research in Veterans’ Administration, 
09858 


Federal financial 


preventive medicine, grants for residency pro- 
grams, 10099 
United State’-Japan cooperative medical 
science program, annual report, 09755 
Mediterranean countries: 
contributions to hydrology of Africa and 
Mediterranean region (series), 10090 
MEDLARS, see Medical Literature Analysis and 
Retrieval System. 
MEDLINE (MEDLARS On-Line), see Medical 
Literature Analysis and Retrieval System, 
Mekong River and Valley: 
Pa Mong, key to development 
Mekong, 10394 
Mena, Ark.: 
aircraft accident report, 10351 
Mental disorders: 
lithium in treatment of mood disorders, 10294 


of lower 
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Mental health: 

continuing education in mental health, project 
summaries, 10293 

estimating mental health needs using 1970 cen- 
sus socioeconomic data, model, 10296 

one to grow on, film and discussion series for 
mental health in classroom, announcement 
and order form, 10297 

services of social workers under Federal em- 
ployees health benefits program — 


Mental health centers, see Mental institutions. 
Mental hospitals, see Mental institutions. 
Mental illness, see also Mentally retarded. 
Mental institutions: 
admission rates by highest level of education 
attained, State and county mental 
hospitals, 10300 
admissions to State and county mental 
hospitals, 10298 
patients at federally funded rural community 
mental health centers in 1971, 10299 
Mental tests, see also Performance 
(human). 
Mentally ill: 
outpatient psychiatric services, statistics, 
10295 


tests 


Mentally retarded: 
a job placement of mentally retarded, 
10372 
Merchant marine: 
American intermodal equipment, 1973, invento- 
ry, 10173 
Merchant Marine and Fisheries Committee, 
House: 
hearings, 09848 
report, 09771, 09775 
Mercury: 
collaborative program on mercury between 
Universities of Baghdad, Iraq, and 
Rochester, NY, 10337 
on organisms, chronic effects, 10151 
Merit systems: 
Federal manager's responsibilities under merit 
system, 09715 
see Civil service. 
Metal coatings: 
fabrication of clad tube for fast reactor fuels, 
09693 


Metals: 

atomic absorption methods of oilfield brines, 
10197 

metallic shear walls for BMD ground support 
systems, 09983 

SNAP-8 refractory metal boiler development 
program, 10206 

Meteorites: 

Wolf Creek meteorite disintegration and for- 
mation of pecoraite, nickel analog of 
clinochrysotile, 10088 

Meteorological Services and Supporting 
Research, Federal Coordinator for, see 
Federal Coordinator for Meteorological Ser- 
vices and Supporting Research. 

Meteorology: 

National Weather Service River Forecast 
System, snow accumulation and ablation 
model, 10319 

Methodology: 

pension benefit levels, methodological analy- 
sis, 10416 

Microbiology: 

Soil Microcommunities Conference 

proceedings, 09697 
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Microscopes: 
optical analysis of compound quasi-microscope 
for planetary landers, 10237 
Microwaves: 
twelve hundred to thirteen hundred MHz 100- 
watt transistor power amplifier, 10363 
Middle East, see East (Middle East). 
Midwest (U.S.): 
frest fruit and vegetable unloads, 09657 
Migrant labor: 
international social security agreements, 10420 
Migratory workers, see Migrant labor. 
Military aid: 
foreign assistance appropriations, 1974—- 
report, 09756, 
military assistance, restrictions — 
Greece, report, 09883 
U.S. military commitments to Europe— 
hearings, 09822 
Military art and science: 
officer training program, effect of all-volunteer 
force on input into school of military 
sciences, 09666 
Military assistance, see Military aid. 
Military claims, see Claims. 
Military education, see also Officer candidate 
schools. 
Military housing, see Housing. 
Military installations, see Installations (military). 
Military missions: 
Iran, agreement with, 10441 
Military personnel survey: 
sample survey procedural guide, 0968! 
Military security: 
inquiring into military alert invoked on 
Oct.24,1973 - 
report, 09780 
Milk: 
production, distribution and income, 10448-9 
special milk programs — 
report, 09902 
MILSCAP (military standard contract adminis- 
tration procedures), see Government con- 
tracts. 
Mineral lands: 
mineral interests, convey to record owner of 
land in- 
Utah, 09886 
Minerals: 
Cc ative 
(posi« *), 10481 
yearbook. (372- 
preprints, 10190-6 
Mines and mining: 
activated carbon canisters for radon protection 
in uranium mines, evaluation, 
mine communications, 10185 
Mines Bureau: 
bulletin, 10180 
information circular, 10183-5 
report of investigations, 10197 
technical progress report, 10198 
technology transfer seminar - 
Bruceton, Pa., Mar. 21-22, 1973, proceedings, 
10185 
oye 


-cent 





Ky., Mar. 6, 1973, proceedings, 


Minmeon cna see Wages . 
Mining engineering: 
ground control aspects of coal mine design, 
10184 
Mining machinery: 
overcoring equipment and techniques used in 
rock stress determination, 10183 
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Minorities: 
education and training for minority business 
enterprise, task force report, 09719 
Missiles: 
metallic shear walls for ballistic missile 
_ defense poet support systems, 09983 


report, 
Mississippi River and Valley: 
flood control, supplemental appropriation — 
proposal, 09872 


Missouri: 
Grand (Neosho) River investigation for supply 
and pollution, 10380 
Missouri River and Valley: 
Missouri River basin report from President's 
Water Resources Policy Commission, 
10389 
Mixing machinery: 
i coal 


aerodynamic heating and loading within large 
open cavities in cone and cone-cylinder- 
flare models at Mach 6.7, 10235 

computer simulations of 3 adaptive instruc- 
tional models for advanced in: 
system, 09665 

rate and photochemical data for ee = of 
stratosphere, chemical kinetics sur- 
vey, 10265 

Models (mathematical), Mathematical 


models. 
Models (mathematics), see Mathematical models. 


— — 
bined quadrupole-dipole model for inlet 
rey distortion noise from subsonic fan, 
10258 
Mohair: 
wool and mohair, 10453 
Molluscacides: 
EPA compendium of registered pesticides, 
molluscicides, etc., 10371 
Molluscicides, see Molluscacides. 
Molybdenum: 
disposal from national and/or supplemental 


see 


inflation and economic welfare, implications 
monetary policy (remarks), 10047 
ak aro Tnflation (finance). 


Mein monitoring of beach erosion control 
jects, Broward County, Fla. and ad- 


monitoring series, 09993-5 
of sodium-water leak-tightness of sodium- 
heated steam generators by hydrogen 
dosage, 09690 
Montana: 
municipal water supplies, pollution of Yel- 
lowstone River as related to taste and 
s, 10388 
Mood di rs, see Mental disorders. 
Morocco: 


economic trends and their implications for 
United States, 10142 
M insurance: 
initions, Rg! Statements and general 
administering insured 


and a. housing programs of H HUD- 
FHA, 10115 
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Mortgage insurance—Con. 
endorsement for insurance for home mortgage 
insurance programs, 10117 
FHA home mortgage insurance, general infor- 
mation, 10108 
mortgagees’ guide — 
application through commitment, 10109 
multifamily reports and forms catalog, 10112-3 
underwriting-technical direction for home 
mortgage insurance handbook, 10116 
Mortgages: 
farm real estate mortgages recorded, 10008 
mortgagees’ guide— 
application through commitment, 10109 
uniform and full disclosure of certain informa- 
tion with respect to sale of dwellings— 
hearings, 09915 
Most favored nation clause, see Favored nation 
clause. 
Motion pictures: 
National Oceanic and Atmospheric Adminis- 
tration, list, 10313 
Motor vehicle accidents: 
crash/injury ejection study, commercial vehi- 
cle accidents, 10200 
Motor vehicles: 
Federal motor vehicle safety standards, 10284 
Mound Bayou: 
Mississippi, social 
system, 09711 
Mourning doves: 
status, 1972, report, an ld 
MPD ics, 
netohydrodynamics. 
MSFC, see Marshall Space Flight Center. 
Mufflers: 
acoustic performance comparison of 5 muffler 
configurations on small helicopter, 10241 
Music: 
Francesco Petrarca, musical settings of his 
works from Jacopo da Bologna, checklist, 
10169 


and health indicators 


see Mag- 





N 


N.L.R.B., see National Labor Relations Board. 
NACA, see National Advisory Committee on 
Aeronautics. 
NASA, see National Aeronautics and Space Ad- 
ministration. 
National Advisory Committee on Aeronautics: 
NACA F-series axisymmetric inlets, investiga- 
tions, 10218 
National Advisory Council on Adult Education: 
annual report, 10201 
National Aeronautics and Space Administration: 
a Si chy 1975, authorization — 
earings, 0990 
appropriations, TS 
hearings, 09812 
contractor report CR (series), 10205-12 
geothermal energy Technology research and 
development program, provide - 
report, 09796 
mission oriented R&D and advancement of 
techno . impact of NASA contribu- 
tions, 10. 
NASA 1973 payload model, space opportuni- 
ties 1973-91, 16213 
NASA Oct. 1973 space mission model analysis 
and economic assessment, 10230 
NASA technical report R (series), 10259-60 
posters, 10203 
SP series, 10214 
technical memorandum. 10215-6, 10218-33 





technical note, 10234-5, 10237-58 
technical translation TT (series), 10261 
university program, active grants and research 
contracts, 10262 
National Bureau of Standards: 
NBSIR series, 10265 


National Center on Child Abuse and Neglect: 
establish — 
hearings, printing additional copies, report, 
09767 


National Commission on Water Quality: 
appropriations, 1975 — 
hearings, 
National Conference of Commissioners on 
Uniform State Laws: 
alcoholsim and intoxication treatment act, 
draft , 09953 
National Conference on Weights and Measures: 
annual report, 10266 
National Council on the Arts: 
annual report, 10281 
National Credit Union Administration: 
ee statements, 1973, GAO examination, 


National debt, see Public debt. 
National Emergency, Special Committee on 
Termination of, Senate: 
committee print, 09954 
National Endowment for the Arts : 
annual report, 10281 
National Guard: 
allotments from pay for group life insurance 
premiums -— 
report, 09893 
National Guard Bureau: 
pamphlet, 10282 
training, administrative instructions, 10282 
National Health Council: 
manpower distribution report, Task Force re- 
port, 10100 
National health survey: 
vital and health statistics, 10277 
National Institute of Allergy and Infectious 
Diseases: 
NiAid fiscal year 1972 awards, 10303 
National re of Education: 
operation and goals of new agency, Director 
responds to questions, 10289 
National Institute of Mental Health: 
Survey and Reports Section- 
Statistical note, 10298-300 
National Institutes of Health: 
annual report, 1973, 10302 
NiAid fiscal year 1972 awards, 10303 
National Labor Relations Board: 
er and collective bargaining (remarks), 
10305 
National Library of Medicine: 
MEDLINE (MEDLARS On-Line), 10307 
National Oceanic and Atmospheric 
Administration: 
motion picture films, list, 10313 
NOAA story, 10314 
technical memorandum, 10315-22, 10327 
technical report, 10323-6 
National Oceanographic Instrumentation Center: 
instrument fact sheet IFS series, 10328 
technical bulletin, 10329 
National Park Service: 
archeology publications, 10334 
posters, 10332 


De not order from index; see indicated entry 





SUBJECT INDEX 


National parks: 
camping, fees, facilities, etc., 10331 
National Reactor Testing Station: 
influence of liquid waste disposal on 
geochemistry of water, 10087 
National Science Foundation: 
act, amend -— 
report, 09796 
appropriations, 1975-— 
hearings, 09812 
National security: 
air traffic control, Federal aviation regulations, 
10014 
airport security, Federal aviation regulations, 
10016 
Congress and the President, define - 
review and manner of investigating mandate, 
09954 
Government information, proper classification 
and handling- 
hearings, 09817 
internal security manual, 09942 
National Transportation Safety Board: 
NTSB-AAR series, 10351 
National Weather Service, snow accumulation 
and ablation model: 
river forecast system, 10319 
NATO, see North Atlantic Treaty Organization. 
Natural gas, see Gas. 
Natural resources: 
conservation publications and related subjects 
published by Interior Department, list, 
10129 
resource conservation and development pro- 
ject- 
Idaho- Washington, short term plan, 10425 
resource conservation by recycling to reduce 
solid waste - 
hearings, 09914 
resource publication (series), 10436 
resource scarcity, economic growth, and en- 
vironment — 
hearings, 09738 
see Land. 
Natural science, see Science. 
Naturalization: 
immigration and naturalization, 
and studies - 
authorization and expenses, report, 09900 
Navajo Indians: 
trading post system on Navajo reservation, 
10056 


investigation 


Navajo reservation: 
trading post system, 10056 
Naval Academy, Annapolis: 
new engineering complex, name in honor of 
Hyman G. Rickover- 
hearings, 09818 
Naval art and science: 
means of measuring naval power with special 
reference to U.S. and Soviet activities in 
Indian Ocean, 09831 
Naval education: 
rate training manual, 10365 
Naval Oceanographic Office: 
special publication SP series, 10354 
Naval Personnel Bureau: 
manual, 10355 
Naval Research Laboratory: 
report series, 10357-64 
Naval Submarine Medical Center: 
report, 10176 
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Navy: 
admiral, retired list, appointment of Hyman G. 
Rickover— 


classification manual, 10356 
rate training manual, 10365 
NBS, see National Bureau of Standards. 
NCI, see National Cancer Institute. 
Needles (sewing, etc.): 
upholstery regulating needles, duty elimina- 
tion- 


post-completion management, 10120 
Nematocides: 
EPA compendium of registered pesticides, 
fungicides and nematicides, 10370 
Neosho River, see Grand River. 
Networks: 
networking terminology, guide, 10271 
Neutrons: 
behavior of Rapsodie reactor fuel elements in 
1971-72, 09692 
Nevada: 
soil and water conservation 1973, report, 10427 
New Hebrides: 
journal of trip, 10301 
New Mexico: 
characteristics of Spanish surname population 
by census tract, for SMSA's, 1970, 09709 
water quality standards summary — 
interstate waters, 10061 
New Mexico State University: 
land conveyance - 


report, 09788 
New York Bight: 
bibliography, marine ecosystems analysis pro- 
gram, 10312 
New York City: 
crime in Nation's 5 largest cities, 10153 
NGB, see National Guard Bureau. 
NiAid, see National Institute of Allergy and In- 
fectious Diseases. 
Nickel: 
disintegration of Wolf Creek meteorite and 
formation of pecoraite, nickel analog of 
clinochrysotile, 10088 
radiochemical tion procedures, 09701 
NIE, see Nationa! Institute of Education. 
Nigeria: 
Sokoto basin, aquifers, with description of 
general hydrogeology of region, 10090 
Nitrates: 
determination in water with auto analyzer, 
10385 


Nitrogen: 
venting characteristics of gaseous helium and 
<r discharging into free stream, 


Nixon, Richard M., see President of United 
States. 
NOAA, see National Oceanic and Atmospheric 
Administration. 
Noise: 
inlet flow distortion noise from subsonic fan, 
combined quadrupole-dipole model, 10258 
ratings, handbook, ! 
Nonmetals: 
minor, minerals yearbook chapter, 10193 
Norfolk and Western Railway Co.: 
accident investigation summary report, 10402 
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North Atlantic Treaty Organization: 
commemorative aerogramme 1|8-cent, (poster), 
10482 
military assistance to Greece, restrictions — 
report, 09883 
policy, troops, and NATO alliance— 
report, 09910 
postdoctoral fellowships in science, informa- 
tion, 10341 
North Carolina: 
landings, fish and shellfish, 10308 
Santee River basin, water and land resources, 
10429 
North Dakota: 
municipal water supplies, polluticn of Yel- 
lowstone River as related to taste and 
odor problems, 10388 
North Fork Holston River: 
interstate pollution, conference proceedings, 
10378 
Northeast (U.S.): 
classification of freshwater 
glaciated Northeast, 10436 
marine flora and fauna, crustacea, Sto- 
matopoda, 10327 
Norway: 
economic trends and their implications for 
United States, 10145 
Notch strength: 
boundary integral method, application to 
elastoplastic analysis of V-notched beams, 
10254 
Nozzles: 
comparison of measured and calculated 
velocity profiles of laminar incompressible 
free jet nozzles at low Reynolds numbers, 
10244 
NRL, see Naval Research Laboratory. 
NTSB, see National Transportation Safety 
Board. 
Nuclear fuel, see Reactor fuels. 
Nuclear medicine: 
laboratory, general information, 10392 
Nuclear reactors, see Reactors (atomic). 
Nuclear science: 
abstracts -— 
analysis of world-wide contributions, 09702 
fiche index for nuclear dockets, 09698 
series, 09701 
Nurses and nursing: 
information for registered nurses entering 
agreement to serve in shortage area, 10101 
Nursing homes: 
inpatient health facilities as reported from 1971 
MFI survey, 10278 
Nutrition: 
national nutrition policy, working paper -— 
experiences, 09956 
nutrition and consumer, 09957-8 
nutrition and health, 09959 
nutrition and international situation, 09960 
nutrition information and programs, selected 
papers, 0996! 
technology, agriculture advances 
production, selected papers, 09962 
Nutrition and Human Needs, Select Committee 
on, Senate: 
committee print, 09956-7, 09961-2 
hearings, 09955 


wetlands in 


and 
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OASIA, see Assistant Secretary for International 
Affairs ice. 
Oaths: 
constitutional oath of office for Federal em- 
ployees— 
hearings, 09839 
Occupational health, see Health. 
Occupational Safety and Health Administration: 
occupational safety and health— 
general industry standards and interpreta- 
tions, 10366 
Occupations: 
Air Force-— 
job analysis of medical service career field, 
09669 
Public Health Service programs, world of 
career opportunities, 10377 
similarity of job types reported from two inde- 
os analyses of occupational data, 


Ocean: 
curvature-corrected Kirchoff formulation for 
radar sea-return from near vertical, 10205 
Ocean bottom: 
surface and bottom magnetic survey in area of 
Bermuda rise, 10358 
Ocean floor, see Ocean bottom. 
Oceanography: 
Marine geophysical survey, station-data listing 
and report catalog, 10354 
see also Ocean bottom. 
Odors: 
municipal water supplies in Montana and 
North Dakota, problems of pollution in 
Yellowstone River, 10388 
Office employees: 
employee-attitude and office environment 
analyses for development of human and 
architectural requirements, 09985 
Officer candidate schools: 
effect of all-volunteer force on input into 
school of military sciences, officer train- 


ing program, 
Officers, see Air Force. 
Offices: 
employee-attitude and office environment 
yses for development of human and 
architectural requirements, 09985 
Ohio State University, see also Center for Voca- 
tional and Technical Education, Ohio State 
University. 
Oil, see Petroleum. 
Oil fields, see Petroleum. 
Oil films: 
elastohydrodynamic film thickness formula 
based on X-ray measurements with 
synthetic paraffinic oil, 10243 
Oils and fats, see also Lubricants. 
Oklahoma: 
Grand (Neosho) River investigation for supply 
and pollution, 10380 
Old age, survivors, disability and health 


insurance: 
effects of OASDI benetit increase in Mar. 
1974, 10419 
Old-age, survivors, and disability insurance, see 
Old age, survivors, disability and health in- 
surance. 
Ombudsmen: 
use of organization ombudsman in Federal 
Aviation Administration Western Region, 
test program, 10474 
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Omniranges: 
improved DVOR low level receiver main- 
tenance simulation, final report, task 2, 
10454 
Onions: 
stock, 10450 
Optical analyzers: 
optical analysis of compound quasi-microscope 
for planetary landers, 10237 
Orange County, Calif.: 
sewage treatment 
10007 
Ordovician period: 
lithostratigraphy and depositional environ- 
ments of Lexington limestone 
(Ordovician) of central Kentucky, 10089 
Organ Pipe Cactus National Monument: 
general information, 10333 
Organic compounds: 
cyclic intermediates, 
10465 
synthetic organic chemicals, United States — 
production and sales series, 10465 
Organic matter: 
methods for organics sampling of surface 
waters, field evaluation, 10386 
semi-automatic extraction of organic materials 
from water, 10387 
Organisms: 
chronic effects of mercury on organisms, 
10151 
Organizational analysis, see Job analysis. 
Organized crime, see Crime and criminals. 
Outdoor recreation, see Recreation. 
Outdoor Recreation Bureau: 
focal point for outdoor America, 10367 
Outer space: 
space di 1 of radi 
10216 
Outpatient services, see Hospitals-Mental institu- 
tions. 
Overseas Private Investment Corporation: 
appropriations, 1974 - 
report, 09756, 09758 
Ownership, see Property. 
Oxidation: 
air pollution engineering source evaluation of 
ammonia oxidation plant, 09986 
comparison of isothermal and cyclic oxidation 
behavior of 25 commercial sheet alloys, 
10249 
dynamic oxidation of gas turbine superalloys, 
effect of cyclic conditions, 10248 
Oxygen: 
comparison of various reagents proposed for 
use in Winkler procedure, 10384 
dissolved concentration, effect of pump and 
pipe systems, preliminary report, 10382 
effects of salinity and temp e onc 
cial shrimp, Penaeus aztecus ives, study, 
09990 


facilities, investigations, 


production and sales, 


tive nuclear waste, 








Hays dissolved oxygen anaiyzer, field per- 
formance evaluation, 10381 
hypolimnion aeration with commercial oyxgen, 
bubble plume gas transfer, 09996 
rich environments, burning of solids in normal 
and reduced gravity, 10228 
Ozone: 
in water and waste water treatment, bibliog- 
raphy, 10133 
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Pa Mong project 
key to p= of lower Mekong, data 
sui , 10394 
stage |, phase 2, executive summary, 10394 
Pacific Coast: 
west coast Continental Shelf bottom gravity 
measurements, Cape Flattery to Santa 
Cruz, 10316 
Pacific Southwest Forest and Range Experiment 
Station: 
publications, 10068 
Panama Canal Company: 
financial statement, GAO examination, 09748 
Panels and 
determination of vibration characteristics of 
corrugated, flexibly supported, heat-shield 
panels, 10245 
prefinished hardboard paneling, 10273 
Paper mills: 
wastes, pollutional effects in Puget Sound, 
10057 
Parachute jumping, see Parachuting. 
Parachutes: 
lofts, Federal aviation regulations, 10018 
Parachuting: 
parachute jumping — 
Federal aviation regulations, 10015 
Paraffins: 
alkane hydrocarbons, C-1 through C-10, in ideal 
gas state from 0 to 1500 K, chemical ther- 
modynamic properties of hydrocarbons 
and related substances, 10180 
elastohydrodynamic film thickness formula 
based on X-ray measurements with 
synthetic paraffinic oil, 10243 
detectors: 


propagation in composite 
of wedge and 2 parallel plates, 10357 
Parameters: 
geometrical and flow parameters, effect on 
high-effectiveness region of film cooling, 
10253 
lateral static and dynamic aerodynamic 
parameters of Kestrel aircraft (XV-6A) 
extracted from flight data, 10238 
Parasols: 
simulated space environment effects on Skylab 
parasol material, 10220 
Patents: 
international treaties and legislation involving 
American patents and trademarks 
(address), 10369 
Patients: 
federally funded rural community mental 
health centers in 1971, 10299 
financial planning in ambulatory health pro- 
grams, announcement, 10102 
Payloads: 
space shuttle payloads — 
NASA 1973 model, space opportunities, 
1973-91, 10213 
NASA Oct. 1973 space mission model analy- 
sis and economic assessment, 10230 
cory renee cloud physics laboratory self- 
te contained shuttle pens 10211 
ace: 


Middle East between war and peace, Nov.- 
Dec.1973, 09929 
Pecoraite: 
disintegration of Wolf Creek meteorite and 
formation of poseeaie. nickel analog of 
clinoch 
Penaeus aztecus, see ‘adie. 
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Pennsylvania: 
electric rate book, 10034 
Pensions: 
contributions, benefits, and beneficiaries under 
State and local Government retirement 
systems, 10418 
pension benefit levels, methodological analy- 
sis, 10416 

private pension tax reform — 
brief summary, 09861 
summary of differences between Senate and 

House versions of H.R.2, 09735 
Performance tests (human): 
armed services vocational aptitude battery 
scores from answer sheet and answer and 
administration, comparability study , 
09674 
Personality: 
factors related to drug abuse in submarine ser- 
vice, characteristic biographical profiles 
and related data, 10176 
Personality characteristics, see Personality. 
Pesticides: 

EPA compendium of registered pesticides — 
fungicides and nematicides, 10370 
insecticides, acaricides, molluscicides and 

anti-fouling compound, 10371 
lower Colorado River, pollution from agricul- 
tural areas, 10004 
pesticides, actions needed to protect consumer 
— defective products, GAO report, 
1 


Petrarca, Francesco: 
musical settings of his works from Jacopo da 
Bologna to present, checklist, 10169 
Petroleum: 
atomic absorption methods of analysis of oil- 
field brines, barium, calcium, etc., 10197 
crude petroleum and petroleum products — 
_ minerals yearbook chapter, 10190 
Emergency petroleum allocation act, amend -— 
hearings, 09937 
imports, percentage be carried on U.S.-flag 
vessels — 
hearings, 09920 
industries, regulation and deregulation -— 
hearings, 09916-7 
international petroleum annual, 10186 
mandatory petroleum allocation, summary, 
10024 
Maryland waste oil recovery and reuse pro- 
gram, 
national gas and synthetic fuel development, 
concentration by competing raw fuel in- 
dustries in energy market and its 
impact on small business, investigation report, 
print additional copies — 
report, 09764 
oil and gas development 
Shelf - 
report, 09921 
oil price rollback legislation - 
hearings, 09937 
Outer Continental Shelf oil and gas general 
lease sale, offshore Texas, 1974 proposal, 
10165 
potential heating oil shortages — 
hearings, 09737 
products survey series, 10187 
products, cutoff to U.S. military forces- 
hearings, 09931 
water injectivity test, Dos Cuadras Field, 
poame Barbara Channel, off California, 
1 


on Continental 


Do not order from index; see indicated entry 





Petroleum products, see Petroleum. 
ia. Pa.: 


crime in Nation's 5 largest cities, 10153 


economic trends and their implications for 
United States, 10147 
Phosphates: 
determination in water with auto analyzer, 
10385 
Phosphorus: 
sive me sag of phosphorus 
water pollution, | 
Photochemistry: 
rate and photochemical data tables for 
modelling of stratosphere, chemical 
kinetics data survey, 10265 
Photovoltages: 
national plan for photovoltaic conversion of 
solar energy (address), 10343 
Phreatophytes: 
bibliography, 10132 
PHS, see Public Health Service. 
Physical fitness: 
introduction to physical fitness, 10373 
Physicians: 
community health medic of Indian Health Ser- 
vice— 
progress report, 10126 
medicare, use of physicians’ services by geo- 
graphic region, 10412 
Physics: 
zero-gravity cloud physics laboratory self-con- 
tained shuttle payload, 10211 
Pilots and pilotage, see also Aviators. 
Pine River and Valley: 
Pine-Popple River basin, hydrology of wild 
x river area, northeastern Wisconsin, 10091 
ns: 
irradiation of broken pin in sodium circuit, 
09689 


upholstery regulating pins, duty elimination — 
, 09781 


Pioneer, see Spacecraft. 
Pipe and pipe fittings 
effect rt dissolved oxygen concentration, 
preliminary report, 10382 
Pipe lines: 
transport statistics, 10150 
Planets: 
optical analysis of compound quasi-microscope 
for planetary landers, 10237 
Planning: 
State vocational rehabilitation agency, program 
and financial plan, 10397 
work in scientific research and design, USSR 
study, 10152 
Planning (programs), Programming 
(planning). 


thoppers: 
elm, annotated list, 10071 
Plants, see also Phreatophytes. 
Plasma (blood), see Blood. 
Plasma sheaths: 
iterative methods for plasma-sheath calcula- 
tions, application to spherical probe, 
10236 
Plasticity: 
boundary integral method, application to 
ela‘toplastic analysis of V-notched beams, 
10254 


see 


Plates: 
shear-stress intensity factors for elastic sheets 
‘with cover plates, 10240 


Page 1-33 





SuBJECT INDEX 


Platinum: 
platinum group metals, mineral industry sur- 
vey, 10188 
Plumes: 
bubble plume gas transfer, hypolimnion aera- 
tion with commercial oxygen, 09996 
Plutonium: 
plutonium fuels technology, research and 
development programs, 09695 
Pneumatic guns: 
impact testing of materials using 8-inch air gun 
and computer reduction of data, 09696 
Point Reyes National Seashore: 


ry adj 
report, 09778 
Poland: 
economic trends and their implications for 
United States, 10141 
Polishing compounds: 
cleaning and polishi ds, 
item identification guide, 09973 
Politics: 
political situation in Thailand -— 
hearings, 09832 
Pollution: 
pesticides in lower Colorado River, 10004 
see also Air pollution-Water pollution. 
Popple River and Valley: 
Pine-Popple River basin, hydrology of wild 
river area, northeastern Wisconsin, 10091 
Population: 
census — 
supplementary report, 09709 
census -— 
evaluation and research program, 09708 
characteristics of Spanish surname population 
by census tract, for SMSA’s, 1970, 09709 
coding performance in 1970 census of popula- 
tion and housing, 09708 
current population reports — 
Federal-State cooperative program for popu- 
lation estimates, 09712 
estimates of population of Kansas counties, 
09712 





Federal 





see also Demography. 
Portal-to-portal pay, see Wages. 
Portugese West Africa: 
Angola-Zaire boundary study, 10438 
Post Office and Civil Service Committee, House: 
activities, 93d Congress, summary, 09853 
committee print, 09850-4 
hearings, 09849 
Post offices: 
postal contracting manual, 10483 
Postage stamps: 
Expo ‘74, preserve environment, 10-cent stamp 
(poster), 10478 
first Kentucky settlement (poster), 10479 
horse racing commemorative stamp (poster), 
10480 


mineral heritage, 10-cent stamp (poster), 10481 
NATO 18-cent acrogramme (poster), 10482 
Postal service: 
postal contracting manual, 10483 
see also United States Postal Service. 
Posters: 
Commerce Department, 09717-8, 09720-2 
National Acronautics and Space Administra- 
tion, 10203 
National Park Service, 10332 
United States Postal Service - 
commemorative stamp series, 10478-82 
Potential: 
narrow energy band filters for a 250 kV con- 
stant potential X-ray machine, 09699 
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Potomac River and Valley: 
basin, reformulation of Sixes Bridge and 
Verona projects, engineers report— 
edition, 09989 
document edition, 09739 


inspection— 
regulations of USDA, 09679 
Power: 
public works appropriations, 1975— 
ytd 09813 
see also Electricity-Power plants. 
Power plants: 

PLS (power, transmission lines, substations) 
listing, power facilities operated by Recla- 
mation Bureau, 10395 

Power resources: 

concentration by competing raw fuel industries 
in energy market and its impact on small 
business, investigation report, 

print additional copies — 

report, 09764-5 
Consumer energy act- 
, 09916-7 
current energy shortages oversight series — 
iam. i 

energy emergency management, conservaticn 
and research (remarks), 10026 

energy emergency management, conservation 
and research (testimony), 10027 

energy research and development activities, 
appropriations, 1975—- 

09798 


report, 
energy self-sufficiency and controlled materi- 

als plan, 09935 
energy transportation security, percentage of 
oil imports be carried on U.S.-flag ves- 


sels — 
hearings, 09920 
Environmental Protection Agency, research 
and development programs, appropria- 
tions, 1975- 


hearings, 09800 
Federal Trade Commission's application of an- 
— laws to big business exploitation of 
nergy crisis in misleading advertising 
eddeess), 10051 
foreign policy implications of energy crisis— 
— print additional copies, report, 


gas and fea I egulatory bills - 
hearings, 099 
Fb nary * transportation controls 
under Clean air act- 
hearings, 09963 
introducing Erg 
(poster), 09717 
join car-pool, save energy (poster), 09718 
national information system, inventory of 
energy resources — 
hearings, 09938 
produce, protect and conserve energy with 
conservation tillage, 10428 
research and development, special appropria- 
tions, 1975- 
hearings, 09815 
ing energy problem for U.S. tourism in- 
dustry (remarks), 10484 
steps toward energy self-sufficiency (remarks), 
10025 


and Dyne, energy twins 


oS Se a 2 up-3 down, save energy 
wee. 

turn off machines when not in use, save ener- 
gy (poster), 09721 
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Power resources — Con. 
turn off unnecessary lights, save energy 
(poster), era 


conditional probability, 


High Plains, variability, 10324 
see also Snow. 
Prescriptions: 
prescription drugs not reimbursed by SMI, 
10411 
Preservation of materials: 
ruins stabilization in southwestern United 
States, 10334 
President of United States: 
code of Federal regulations, 10036 
emergency powers, define - 
review and manner of investigating mandate, 
09954 
inaugural addresses from President George 
Washington to President Richard M. 
Nixon, 09742 
papers, Richard M. Nixon, 10046 
Presidential impeachment, investigation state- 
ment of information, 09845-6 
President's Committee on Health Education: 
report, 10374 
Pressure: 
pressure loss and flow coefficients inside tur- 
bine vane, 10226 
screen-induced total-pressure distortion on 
axial-flow compressor stability, effect, 
10225 
Pressure vessels: 
irradiated pressure-vessel steels, Auger elec- 
tron spectroscopy analysis of fracture sur- 
faces, 10 
Prices: 
anatomy of price change, 10164 
oil price rollback legislation - 
hearings, 09937 
Prisons Bureau: 
library book catalog—- 
periodicals catalog, 10161 
Private enterprise, see Business. 
Private laws, see Law. 
Private property , see Property. 
Probabilities (mathematics): 
predicting conditional probability of frozen 
precipitation, 10320 
Probes: 
iterative methods for plasma-sheath calcula- 
tions, application to spherical probe, 
10236 
Procedures, see Administrative management. 
Procurement, see Government supplies. 
Production: 
electronics industry production and test equip- 
ment, export opportunities, global market 
survey, 10148 
Products, see Consumer products. 
Professional papers: 
Geological Survey, 10088-9 
Professional workers: 
Government's tion for 
concerning constitutionality of —~ 
sional standards — 
review legislation, memorandum in support, 
09926 





Professions: 
education - 
professions development act, 
short-term training programs, 


institutes, 
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Profit sharing: 
Private pension tax reform— 
brief summary, 09861 
Profits: 
emergency windfall profits tax - 
summary of testimony, 09863 
Programmed instruction: 
computer simulations of 3 adaptive instruc- 
tional models for advanced instructional 
system, 09665 
Federal use and development of advanced in- 
formation technology — 
a information systems and plans, 


media adjunct programming, individualized 
media- approach to academic 
pilot training, 09676 
Computer pro- 
ing. 
Programming (mathematics): 
application of dynamic programming to capital 
investment decision analysis, 10022 
Programming (planning): 
computer-produced timber forest management 
plans, program TEVAP, 10070 
Programs, see Federal assistance programs. 
Project Apollo (man-in-space program): 
Apollo experience report— 
command and service module milestone 
review process, 10247 
sv test project, 1974, status report, 


Propagation: 
low-frequency propagation in composite region 
of wedge and 2 parallel plates, 10357 
Propellers: 
aircraft, structural design and analysis, sum- 
mary, 09683 


Property 
disclosure of corporate ownership, compila- 
thon- 
print as Senate document, authorize, report, 
09768 


report, statement of record, 10124 
see also Real estate. 
Psychiatric clinics, see Clinics. 
Psychiatric pose. see Mentally ill. 
Psychotropic drugs 


control measures. - 


, 09943 
Public assistance, see Public welfare. 
Public debt: 
increase in ceiling - 
hearings, 09925 
report, 09906 
Treasury Department circular, 10475-6 
Public health, see Health. 
Public Health Service: 
act, amend-— 


report, 09892 
CCPM pamphiet, 10377 
PHS water pollution surveillance system appli- 
cations and development report, 10381-7 
programs — 
world of career opportunities, 10377 
Public housing, see Housing. 
Public information: 
executive privilege, secrecy in Governme:t, 
freedom of information - 
hearings, 09932 
Federal Trade Commission's policies in 
promoting free flow of information on its 
activities as law enforcement agency 
(address), 10053 
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Public information -Con. 
Government information, proper classification 
and handling involving national security — 
hearings, 09817 
statement of information for investigation of 
grounds for Presidential impeachment -— 
hearings, 09845-6 
Public laws, see Law. 
Public service: 
careers, plan B (PSC-B), summary and evalua- 
tion, 10094 
more effective public service, report, 09936 
Public water supplies, see Water. 
Public welfare: 
code of Federal regulations, 10042 
fair hearings in pub‘ic assistance — 
al information, 10279 
Public works: 
appropriations, 1975 water and power develop- 
ment- 
hearings, 09813 
appropriations, 1975, water and power develop- 
ment- 
hearings, 09814 
Public works and economic development act, 
amend, proposal, 09745 
Public Works Committee, House: 
committee print, 09855 
Public Works Committee, Senate: 
committee print, 09965 
hearings, 09963-4 
report, 09880, 09897 
Puget Sound: 
pollutional effects of pulp and paper mill 
wastes, 10057 
Pulp mills: 
wastes, 
10057 
Pulpboard 
prefinished hardboard paneling, 10273 
Pulse waves: 
acoustic pulse waveforms, recovery using cal- 
culator-controlled signal processing, 10359 
Pumps: 
effect on dissolved oxygen concentration. 
preliminary report, 10382 
Pupae: 
emergence cage for soil-pupating Rhyacionia 
spp., 10069 
Purchasing: 
buying a car overseas?, 09992 





pollutional effects in Puget Sound, 


R 
Race problems, see aise Discrimination in em- 
ployment. 
Racing: 

horse racing commemorative stamp (poster), 

10480 
Radar: 

acoustic radar investigations of boundary layer 
phenomena, 10210 

curvature-corrected Kirchoff formulation for 
radar sea-return from near vertical, 10205 

Radiant energy: 

narrow energy band filters for a 250 kV con- 

stant potential X-ray machine, 09699 
Radiation: 

Auger-electron spectroscopy analysis, fracture 
surfaces, irradiated pressure-vessel steels, 
10360 ; 

irradiation o 


a" 


pin in sodium circuit, 





see also Infrared rays-Shielding. 
Radiation environment, see Environment. 
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gare “Sager relies cc aae | serene 
(radio 
Radio frequencies: 
ay) Pre ohare 1g alia 
frequency management, 1046 
eee te 
pact aie ” 
1021 
Radioactivity: 
Baviroumental poop ey gh 


aration procedures for As, 
At, Be, Mg, Ni, Ru and Se, 09701 


Radon: 
activated carbon canisters for radon protection 
in uranium mines, evaluation, 09700 
Railroad accidents: 
investigation report, 10401 
investigation summary report, 10402 
Railroad employees: 
Railway labor act-— 
legislative history, 1926-66, 09950 
Railroad Retirement Board: 
annual report — 
Statistical supplement, 10393 
—™ labor act, see Railroad employees. 


‘anfal — for Tennessee Valley loggers, 


Rainfall 2 po Rain. 
Raleigh, N.C.: 
area wage survey, 10163 
Ramjet engines, see Engines (aircraft). 
Raw materials, see also Strategic materials. 
REA, see Rural Electrification Administration. 
Reaction kinetics, see Kinetics. 
Reactor fuels: 
behavior of Rapsodie reactor fuel elements in 


1971-72, 09692 
— of clad tube for fast reactor fuels, 
plutonium fuels technology, research and 


deve! nt programs, 09695 

tantalum y-clad uranium mononitride fuel 
aeieen. evaluation, 10251 

tests of fuel assemblies under sodium in Na3 
loop of CEN/SCK-Mol, 09691 

Reactors (atomic): 

behavior of — reactor fuel elements in 
1971-72, 09692 

ae of clad tube for fast reactor fuels, 


radial blanket and shield simulation experi- 


— of CENISCK. Mol, 09691 


yp Re ee ae 
fundamental, 10407 
Reagents: 
various, comparison proposed for use in Win- 
kler procedure for dissolved oxygen, 
10384 
Real estate: 
FHA home property appraisals, questions and 
answers, 10123 
see also Farms. 
Receivers (radio): 
improved DVOR low level receiver main- 
omg simulation, final report, task 2, 
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Reciamation Bureau: 
operation of power facilities, PLS listing, 
10395 
public works appropriations, 1975- 
, 09813 


report HM series, 10396 
Records: 

National Credit Union Administration, finan- 
cial statements, 1973, GAO examination, 
10079 

Public Health Conference on Records and 
Statistics, 10276 

Statement of record, property report, 10124 

Recreation: 

Outdoor Recreation Bureau, focal point for 
outdoor America, 10367 

outdoor, nationwide plan, final environmental 
statement, 10368 

Recreational areas and demonstration projects, 
see also Recreation. 
Recruiting and enlistment: 

effect of all-volunteer force on input into 
school of military sciences, officer train- 
ing program, 09666 

Recycle operations (chemical technology): 
resource conservation by recycling to reduce 


see Waste treatment. 
Redevelopment (city planning, etc.): 
British new town planning, general observa- 
tions, 10107 
Reduction of Federal Expenditures Joint 
Committee: 
committee print, 09864-5 
Refractory metals, see Metals. 
Refrigerated storage warehouses, 
Warehouses. 
Registered nurses, see Nurses and nursing. 
Registration: 
Farm labor 
amend - 
hearings, 09824 
Rehabilitation of the disabled: 
State vocational rehabilitation agency, program 
and financial plan, 10397 
Relief work: 
Disaster relief act, amend - 
report, 09897 
Remote sensing: 
in agriculture, 10231 
Renegotiation Board: 
appropriations, 1975- 
hearings, 09811 
Reports, see also Geophysics. 
Research: 
research and development -— 
mission oriented R&D and advancement of 
technology, impact of NASA contribu- 
tions, 10204 
Tariff Commission staff research studies, 
10464 


contractor registration act, 


see also Scientific research. 
Research and Development Office: 

Indian Health Service— 

structure and functions, 10127 

Research and statistics notes: 

Social Security Administration, 10418-9 
Research and Statistics Office: 

health insurance statistics, HI series, 

10411-5 
staff 


per, 10416 
Research notes: 


10296, 





Forest Service, 10069-70 
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Research pape’ 
Forest Service, 10071-3 
Research reports: 
bibliography, R & D research reports, 
vironmental Protection Agency, 10001 
and 


En- 
Cold Regions Research Engineering 
Laboratory, 09981 
Reserve components of Armed Forces: 
a assignment of members who are en- 
titled to retired or retainer pay in ready 
reserve, authorize — 
, 09821 
Residences, see Houses. 
Resolutions, see also Law. 
Resources, see Natural resources. 
Restoration: 

ruins stabilization in southwestern United 

States, 10334 
Retirement: 

contributions, benefits, and beneficiaries under 
State and iocal government retirement 
systems, 10418 

see also Pensions. 

Revenue, see also Revenue sharing. 
Revenue sharing: 

its use by and impact on local governments, 
GAO report, 10083 

time for responsibility , 09979 

Rewards (prizes, etc.): 

NiAid fiscal year 1972 awards, 10303 

program awards, intergovernmental science 
programs, 10342 

summary of awards, Computer Research Divi- 
sion, National Science Foundation, 10346 

Reynolds numbers: 

comparison of measured and calculated 
velocity profiles of laminar incompressible 
free jet at low Reynolds numbers, 10244 

Rhyacionia, see Tip moths. 
Rickover, Hyman G.: 
appointment to Admiral on retired list— 
authorize, hearings, 09819 
mame new engineering complex at Naval 
Academy in his honor— 
hearings, 09818 
RIF (Reading is fundamental), see Reading. 
Rivers: 

National Weather Service River Forecast 
System, snow accumulation and ablation 
model, 10319 

national wild and scenic rivers 
designate — 

Chattooga River, law, 09732 
Riverton, Va.: 

railroad accident investigation summary re- 

port, 10402 
Roads and highways: 

Federal-aid highway act, analysis, 10028 

highway trust fund, financial condition and 
operations, annual report, 09747 

social and economic effects of highways, 

0029 


system, 


1 
Rochester University: 
collaborative program on mercury § with 
University ofRochester, NY, 10337 
Rocket sonde, see Rockets. 


—, 
national plan for rocketsonde support for spe- 
cial events, 10311 
Rocks: 
overcoring equipment and techniques 
rock stress determination, 10183 
systematic determination of engineering 
criteria for rock, 09987 


used in 
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Roseville, Calif.: 
railroad accident investigation report, 10401 
Rotors: 
rotor tip clearance effect on overall per- 
pa in high-temperature core engine, 
1 
Rules and Administration Committee, Senate: 
committee print, 09966 
report, 09882 
Rules Committee, House: 
report, 09756, 09761, 09776-7, 09785-6 
Running skyline, see Lumbering. 
Rural communities: 
patients at federally funded community mental 
health centers in 1971, 10299 
Rural development: 
agriculture, rural development, 
lan = 
papers, 09908 
Rural electricity, see Electricity. 
Rural Electrification Administration: 
REA bulletin, 10399 
rural electrification — 
semi-annual statistical summary, 10400 
Ruthenium: 
radiochemical separation procedures, 09701 
Rutile: 
synthetic rutile, temporary 
duty - 
report, 09782 


and use of 


suspension of 


5 


Safety equipment and appliances: 
residential security equipment, 
for improving use, 10104 
Safety of life: 
creating transportation safety environment 
(address), 10352 
Federal motor vehicle safety standards, 10284 
food safety in kitchen, 09663 
occupational safety and health- 
general industry standards and interpreta- 
tions, 10366 
residential security, design guide for improv- 
ing, 10104 
Saint Lawrence River and Valley: 
traffic report of Saint Lawrence Seaway, 
10403 
Saint Lawrence Seaway, 
River and Valley. 
Saint Lawrence Seaway Authority: 
traffic report of Saint Lawrence J3eaway, 
10403 
Saint Lawrence Seaway Development 
Corporation: 
traffic report of Saint Lawrence Seaway, 
10403 
Salaries, see also Wages. 
Salinity: 
effects of salinity and temperature on commer- 
cial shrimp, Penaeus aztecus ives, study, 
09990 


design guide 


see Saint Lawrence 


Salmon: 
subfamily Salmoninae, amenpeeie hybridiza- 
= Yo fishes, ted bibliography. 
1031 
Salmonidac, see also Salmon. 
SALT (Strategic Arms Limitation Talks)., see 
Disarmament. 
Salts: 
carboxymethyl eng salts, 
suspension of duty, 09792 


temporary 
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San Clemente, Calif.: 

Government expenditures on President 
Nixon's private properties, Presidential 
impeachment investigation, statement of 

information — 

hearings, 09845 
Santa Barbara Channel: 
Dos Cuadras Field, water injectivity test, 


10086 
Santa Barbara, Calif.: 
ACCESS, Santa Barbara Regional Pilot 
Process, 10335 
sewage treatment facilities, investigations, 
10003 
Santee River and Valley: 
basin, water and land resources, North 
Carolina, South Carolina, 10429 
Santee, Calif.: 
recreation project, 1962-64 summary report, 
10379 
Satellites: 
ATS-5 average daily variations in magnetic 
field observations, 10242 
Savings bonds: 
series E, redemption values by denomination, 
June 1974, 10375 
SBIC (smal business investment companies), see 
Investment companies. 
Scattering: 
curvature-corrected Kirchoff formulation for 
radar sea-return from near vertical, 10205 
matrix description and near-field measure- 
of electroacoustic transducers, 
School administrators, see School superinten- 
dents, etc.. 


hool $ 
environmental hazards and systems schools, 
09970 
School superintendents, etc.: 
science course materials for administrators and 
others interested in school curricula, con- 
ferences, 10338 


one to grow on, film and discussion series for 
mental health in classroom, announcement 
and order form, 10297 
see also Elementary education. 
Science: 
improving elementary and secondary education 
in natural sciences, social sciences, 
mathematics, 10340 
intergovernmental science programs, program 
awards, 10342 
soe cenmcgnens fellowships information, 
10341 
science course materials for administrators and 
others interested in school curricula, con- 
ferences, 10338 
science resources studies highlights, 10344 
Smithsonian contributions to earth sciences, 
10408 
anes Witsabitadas cooperative program, 
10 
Science and Astronautics Committee, House: 
committee print, 09856-7 
report, 09796 
Scientific research: 
economic accountability and planning of work 
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Scientists: 
Federal scientific and technical personnel in 
1972, 10344 
Scofield, Ernest E.: 
relief, 09731 
Screens: 
wicking of liquids in screens, 10257 
Sea, see Ocean. 
Sea level: 
fail-operational control of turbojet engine 
located in sea-level test stand, 10227 
SEC, see Securities and Exchange Commission. 
Secondary education: 


improving elementary and secondary education S 


in natural sciences, social sciences, 
mathematics, 10340 
Secrecy (law): 
executive privilege, secrecy in government, 
freedom of information — 
hearings, 09932 
Secretary of Senate, see Senate. 
Securities and Exchange Commission: 
appropriations, 1975- 
hearings, 09811 
companies filing annual reports, directory, 
10404 


SEC, agency independence and ITT case, 
legislative oversight, 09841 
Security, see National security. 
Sedimentation and deposition: 
lithostratigraphy and depositional environ- 
ments of Lexington limestone 
(Ordovician) of central Kentucky, 10089 
Seed crops, see Seeds. 
Seeds: 
seed crops, acreage, production, value, 
supply, and disappearance, 1973 prelimina- 
ry, 10451 
SEL, see Space Environment Laboratory. 
Selenium: 
radiochemical separation procedures, 09701 
Seminoe Powerplant: 
hydraulic turbine index tests, 10396 
Senate: 
budget 1975, amendments, proposal, 09876 
budget, 1974, supplemental request, 09874 
document, 09867-77 
executive document, 09878, 09878 
journal of 92d Congress, 2d session, 09866 
report — 
Public bill, 09879-905 
Secretary, report, 09869 
Sensing, see Detection. 
Sensitivity. 
human resources sensitivity to system design 
tradeoff alternatives, feasibility test with 
jet engine data, 09667 
Sensors: 
aluminum oxide humidity sensor, laboratory 
study, 10272 
Separation processes: 
radiochemical separati d 
At, Be, Mg, Ni, Re and Se, 09701 
Serial (automatic data processing): 
CAMAC serial system organization, descrip- 
tior , 09703 
Sewage: 
treatment facilities, investigations — 
Orange County, Calif., 10007 
Santa Barbara, 10003 





for As, 





Sex: 
sex comparison of reasons for attrition of non- 
journeyman FAA air traffic controllers, 


Sex discrimination, see Discrimination in em- 
ployment. 
Sferics: 
iterative methods for plasma-sheath calcula- 
pees application to spherical probe, 
10236 
Shear (mechanics): 
metallic shear walls for BMD ground support 
systems, 09983 
Shearing stresses, see Strains and stresses. 
heep: 


and goats inventory, 10452 
Sheet metal: 
comparison of isothermal and cyclic oxidation 
behavior of 25 commercial sheet alloys, 
10249 
shear-stress intensity factors for elastic sheets 
with cover plates, 10240 
Shellfish: 
North Carolina landings, 10308 
Shells (structural): 
laminated, composite, circular 
shells, analysis, 10260 
Shepherd Islands: 
journal of trip, 10301 
Shielding: 


radial blanket and shield simulation experi- 
ments, 09704 
Shock waves: 
sharp- and blunt-nose streamwise corners 
shock waves and boundary layer interac- 
tion, 10234 
Shops, see also Tankers. 
Shotguns, see also Firearms. 
Shrimps: 
effects of salinity and temperature on commer- 
cial shrimp, Penaeus aztecus ives, study, 


cylindrical 


fishing agreement with Brazil, implement— 
report, 09881 
Signal processors: ; 
calcul lied signal processing, 
= of acoustic pulse waveforms, 
1 


Signals: 
irradiation of broken pin in sodium circuit, 
09689 





Simon, William E.: 
nomination — 
hearings, 09927 
Simulation: 
computer simulations of 3 adaptive instruc- 
tional models for advanced instructional 
system, 09665 
improved DVOR low level receiver main- 
— simulation, final report, task 2, 
104 
radial blanket and shield simulation experi- 
ments, 09704 
Sisal hemp: 
disposal from national stockpile - 
hearings, 09818 
Sixes Bridge project 
Potomac Rives ba basin, reformulation, engineers 


Skylab, see Space stations. 


Waipio stabilization ponds and surrounding | Slaughtering 


area, investigation, 10005 
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livestock, meat and lard production, 10447 
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Slings: 
helicopter external loads effects on sling pro- 
perties, 09685 
Slip laws, see Law. 
Slippers, see Boots and shoes. 
Small arms, see Firearms. 
Small business, see Business. 
SMI, see Medicare. 
Smithsonian Institute: 
contributions to earth sciences, 10408 
SNAP (systems for nuclear power), see Atomic 
auxiliary power generator. 
Snow: 
early season snow report for Colorado, Jan. |, 
1974, water supply outlook, Federal-State- 
private-cooperative snow surveys, 10424 
National Weather Service River Forecast 
System, snow accumulation and ablation 
model, 10319 
Social problems, see Society. 
Social processes, see Society. 
Social sciences: 
improving elementary and secondary education 
in natural sciences, social sciences, 
mathematics, 10340 
social and health indicators system — 
Mound Bayou, Miss., 09711 
Social security: 
disability applicant, 1969 statistics, 10421 
international social security agreements, mea- 
sures to protect international migrant wor- 
kers, 10420 
research and statistics note, 10418-9 
supplemental security income, pocket guide, 
10417 
survey of institutionalized adults, 
10410, 10410 
your earnings record, 10422 
Social Security Administration: 
annual report, 09860 
Research and Statistics Office - 
staff paper, 10416 
SSI series, 10423 
Social studies, see Social sciences. 
Social workers: 
mental health services under Federal em- 
ployees’ health benefits program — 
hearings, 09849 
Society: 
ACCESS, Santa Barbara 
Process, 10335 
social and economic effects of highways, 
10029 
social indicators - 
social conditions and trends in United 
States, selected statistics, 10170 
Socioeconomics: 
socioeconomic 
10001 -2 


report, 


Regional Pilot 


environmental studies series, 


Soils: 
soil amplification factors earthquake 
damage areas, Caracas, Fh EB 10322 
soil survey report— 
Emmet County, Mich., 10430 
Lake County, S. Dak.,, 10431 
Stafford and King George Counties, Va., 
10432 
Transylvania ee. = i 10433 
Yamhill area, Oreg., 
Sokoto River and Valley: 
aquifers, northwestern Nigeria, with descrip- 
tion of general hydrogeology, 10090 
Solar energy 
eatindl'¢ plan for photovoltaic conversion of 
solar energy (address), 10343 
programs, systems analysis, 10347 
proof of concept experiments, 10345 
research program, 10349 
research results, dissemination and utilization, 
10339 
solar heating and cooling demonstration act— 
background and legislative history, 09857 
hearings, 09951 
report, 09761 
Solar heating, see Heating. 
Solid wastes, see Waste products. 
Solids: 
burning in oxygen-rich environments in normal 
and reduced gravity, 10228 
Solutions: 
adhesion of ice frozen from dilute electrolyte 
solutions, 09981 
Sound: 
acoustic command 
Systems, Inc., 10328 
acoustic performance comparison of 5 muffler 
ions on small helicopter, 10241 
acoustic radar investigations of boundary layer 
phenomena, 10210 


system, Interocean 


recovery of acoustic pulse waveforms using 
calcul lied signal processing 





10359 
see also Noise. 
Sounding and soundings, see also Hydrography. 
South (U.S.): 
fresh fruit and vegetable unloads, 09658 
South Carolina: 
Santee River basin, water and land resources, 
10429 
Southeast Asia, see Asia. 
Southeastern Power Administration: 
public works appropriations, 1975- 
hearings, 09813 
Southeastern University, District of Columbia: 
relief, 09879 
Southern Forest saat Station: 
change and progress, 10067 
n Pacific T Company: 


i“ oh 





using 1970 census socicec 
ing mental health needs, aoa 10296 
Sodium: 
irradiation of broken pin in sodium circuit, 
09689 


monitoring of sodium-water leak-tightness of 
sodium-heated steam generators by 
hydrogen dosage, 09690 
tests of fuel assemblies under sodium in Na3 
loop of CEN/SCK-Mol, 09691 
Soil conservation: 
conservation tillage, produce, protect and con- 
serve energy, 10428 
Nevada, 1973, report, 10427 
Soil Microcommunities Conference: 
proceedings, 09697 
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railroad accident ae report, 10401 
Southern States, see South (U.S.). 
Southwest (U.S.): 
ruins stabilization in southwestern 
States, 10334 
Southwestern Power Administration: 
public works : , 975- 
1 


Soviet Union, see Union of Soviet Socialist 
Republics. 

Soyuz, see Spacecraft. 

SP series, see National Aeronautics and Space 
Administration-Naval Oceanographic Office. 

Space, see also Outer space. 

Space environment, see Environment. 


United 
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Space Environment Laboratory: 
NOAA technical report, ERL-SEL series, 
10323-6 
Space flight: 
space shuttle ferry flights statistical analysis of 
flight times, 10212 
Space missions: 
NASA 1973 payload model, space opportuni- 
ties 1973-91, 10213 
NASA Oct. 1973 space mission model analysis 
and economic assessment, 10230 
Space sciences: 
Skylab results, third Space Processing Sym- 
posium, abstracts, 10202 
Space shuttles, see Spacecraft. 
Space stations: 
MSFC sortie spacelab environmental control 
system (ECS) phase B, 10233 
simulated space environment effects on Skylab 
parasol material, 10220 
Skylab results, third Space Processing Sym- 
posium, abstracts, 10202 
spacelab phase B study, environmental control 
system, c....ponent handbook, 10232 
Space technology, see Space sciences. 
Space tugs, see Spacecraft. 
Spacecraft: 
aerodynamic heating and loading within large 
oper cavities in cone and cone-cylinder- 
flare models at Mach 6.7, 10235 
inertia properties, effect on attitude stability of 
nonrigid spin-stabilized spacecraft, 10239 
integrated power/attitude control system 
study, 10208 
NASA 1973 payload model, space opportuni- 
ties 1973-91, 10213 
NASA Oct. 1973 space mission model, shuttle 
analysis and economic assessment, 16230 
October 1973 space shuttle traffic model, 10229 
Pioneer 10- 
view of Jupiter (poster), 10203 
space shuttle ferry flights statistical analysis of 
flight times, 10212 
space shuttle, space tug, Apollo-Soyuz test 
project, 1974, status report, 09856 
Viking aeroshell model, effects of projections 
and cavities on heat transfer, 10219 
zero-gravity cloud physics laboratory self-con- 
tained shuttle payload, 10211 
Spacecraft modules: 
Apollo experience report— 
command and service module milestone 
review process, 10247 
Spacelab, see Space stations. 
Spain: 
marketing in, 09976 
Spanish Americans: 
characteristics of Spanish surname population 
by census A. -+) for SMSA‘s in New Mex- 
ico, 1970, 09709 
ear” epperteaties for Spanish-speaking peo- 





oibtieds. 09843 
Spectrometry: 
infrared Fourier transform spectrometry of gas 
chromatography effluents, 09998 
Spectrophotometry: 
bibliography of NBS publications, 10268 
Spherics, see Sferics. 
Spin (aircraft/spacecraft): 
inertia properties, effect on attitude stability of 
nonrigid spin-stabilized spacecraft, 10239 





Spinning: 
Statistical wee ol of fiber Properties to 
yarn properties and to spinning efficiency 
of medium staple cottons, 09662 
SPLASH(special program to list amplitudes of 
surges from hurricanes), see Hurricanes. 
Sport Fisheries and Wildlife Bureau: 
— and equipment, loan from Transpor- 
tation Department and Defense Depart- 
ment— 
report, 09775 
resource publications (series), 10436 
special scientific report, wildlife series, 10437 
Sri Lanka: 
economic trends and their implications for 
United States, 10143 
Stability: 
comparison of isothermal and cyclic oxidation 
behavior of 25 commercial sheet alloys, 
10249 
Stability (aircraft/spacecraft): 
axial-flow compressor stability, screen-induced 
total-pressure distortion, effect, 10225 
forward-slanted slot throat stability bypass to 
increase stable airflow range of Mach 2.5 
inlet with 60-percent internal contraction, 
10221 
inertia properties, effect on attitude stability of 
nonrigid spin-stabilized spacecraft, 10239 
Stabilization: 
ruins stabilization in southwestern United 
States, 10334 
Staff papers: 
Research and Statistics Office, 10416 
Stafford County, Va.: 
‘— ‘survey report, 10432 


“take to the stairs, 2 up-3 down, save energy 
(poster), 09720 
Stall (aircraft): 
screen-induced total-pressure distortion effect 
on axial-flow compressor stability, 10225 
Standards and standardization: 
Air Force - 
draft military specification for organizational 
and intermediate maintenance, 09671 
emphasis needed on Government's efforts to 
Standardize data elements and codes to 
computer systems, GAO report, 10078 
Federal motor vehicle safety standards, 10284 
Federal test meihod standard, 10050 
standards of time and frequency in U.S.A., 
10269 
voluntary product standard PS series, 10273 
State aid, see Grants-in-aid. 
State banks: 
rer yu of Federal reserve system, list, 
1 


State Department: 
appropriations, 1974-— 
report, 09758 
supplemental, report, 09887 
appropriations, 1975- 
hearings, 09810 
State governments, see Government. 
States: 
court problems, federally supported attempts 
to solve, more needs to be done, GAO re- 
, 10080 
fair hearings in public assistance, 10279 
firearms, published ordinances, information to 
gun dealers, 09678 
Land use planning act— 
report, 09763 
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States - Con. 
nongovernment organization codes for military 
t administration 
procedures (MILSCAP), United States 
and 
Canada- 
name to code, 09975 
State veterans’ laws, digest, 09968 
State vocational rehabilitation agency, program 
and financial plan, 10397 
Statistics: 
Public Health Conference on Records 
Statistics, 10276 
space shuttle ferry flights statistical analysis of 
flight times, 10212 
Steam generators: 
monitoring of sodium-water leak-tightness of 
sodium-heated steam generators by 
hydrogen dosage, 09690 
Steel: 
irradiated pressure-vessel steels, Auger eclec- 
tron spectroscopy analysis of fracture sur- 
faces, 10360 
Stiffress: 
matrix reduction for large structural systems 
using Cholesky decomposition, 09984 
Stirrers (machinery), see Mixing machinery. 
Stockholders: 
disclosure of corporate ownership, 09870 
Stockpiling, see Strategic materials. 
Stolsmark, Morena: 
relief, 09728 
Stomatopoda, see Crustaceans. 
Strains and stresses: 
concrete, equipment and test procedure for 
determining multiaxial tensile and com- 
bined tensile-compressive strength, 09991 
stress, oOvercoring equipment and 
techniques used in determining, 10183 
shear-stress intensity factors for elastic sheets 
with cover plates, 10240 
Strategic Arms Limitation Talks, see Disarma- 
ment. 
Strategic materials: 
disposal from national and/or supplemental 
stockpile - 
certain abaca and 
hearings, 09818 
molybdenum, report, 09757 
U.S. actions needed to cope with commodity 
shortages, GAO report, 10084 
Stratigraphy: 
lithostratigraphy and depositional environ- 
ments of Lexington limestone 
(Ordovician) of central Kentucky, 10089 
Stratosphere: 
rate and photochemical data table for 
modelling of stratosphere, chemical 
kinetics data survey, 10265 
Structural analysis (mathematics), see Lattice 
theories 
Structural models, see Models (structural). 
Students: 
American Indian students pursuing profes- 
sional health careers, directory, ! 
financial assistance - 
hearings, 09827 
guaranteed student loans - 
report, 09769 
student evaluation in vocational and technical 
education, 10286 
Subcommittee on International 
and Movements, see Foreign Affairs 
mittee, House. 





and 


rock 


sisal cordage fiber, 


nizations 
irs Com- 
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Submarine crews: 
factors related to drug abuse, characteristic 
: profiles and related data, 

10176 


Submarine Medical Center, see Naval Submarine 
Medical Center. 
Suez Canal: 
U.S. role in opening - 
hearings, 09836 
Sugar: 
sugar act, amend — 
report, 09795 
Sulfites: 
treatment of sulfite evaporator condensates for 
recovery of volatile components, 09997 
Sulfonates: 
determination of alkyl benzene sulfonates 
(ABS) in water with auto analyzer, 10385 
Sun-Cal Footwear, Inc.: 
Gardena, Calif., footwear for women, Tariff 
Commission report, 10461 
Superalloys, see Alloys. 
Supersonic aerodynamics, see Aerodynamics. 
Supersonic combustion engines, see Engines 
(aircraft). 
Supersonic flow, see Flow. 
Supplementary Medical insurance, see Medicare. 
Supreme Court: 
budget, 1975, amendment, proposal, 09877 
Surfaces: 
supersonic kernel-function flutter analysis of 
thin A surfaces computer program, 
1021 
Surveillance and Analysis Division, EPA: 
technical report, 10003-7 
Survey and Reports Section: 
statistical note, 10298-300 
Surveying: 
Caribbean Atlantic geotraverse, NOAA-IDOE 
1971, report, magnetic data, 10325 
Surveys, see Geophysics-Hospitals-Military per- 


classification of freshwater wetlands in 
glaciated Northeast, 10436 
Symmetry: 
NACA b-series axisymmetric inlets, investiga- 
tions, 10218 


Symposium: 
Skylab results, third Space Processing Sym- 
posium, abstracts, 10202 
Synthetic fuels, see Petroleum. 
Synthetic organic chemicals, see Organic com- 
pounds. 


Systems: 
environmental hazards and systems schools, 
09970 


Systems analysis: 
solar energy programs, 10347 
water resource systems analysis, selected an- 
notated bibliography, 10131 
Systems engineering: 
human resources sensitivity to system design 
tradeoff alternatives, feasibility test with 
jet engine data, 09667 
see also Systems analysis. 
Systems Research and Development Service: 
report FAA-RD series, 10454-5 


T 
Tableware: 


oes tableware, Tariff Commission report, 
1 
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Tankers: 
oil imports, require percentage be carried on 
U.S.-flag vessels — 
hearings, 09920 
Tanks: 
evaluation of various sizes and configurations 
of fuel tanks, 09684 
Tantalum: 
tantalum-alloy-clad uranium mononitride fuel 
specimens, evaluation, 10251 
Tariff: 
horses, temporary suspension of duty— 
report, 09783 
rutile, temporary suspension of duty— 
. 2 
Tariff Commission: 
staff research studies, 10464 
Task Force on Education and Training for 
Minority Business Enterprise, see Education 
and Training for Minority Business Enter- 
prise Task Force. 
Taste: 
municipal water supplies in Montana and 
North Dakota, problems of pollution in 
Yellowstone River, 10388 
Tax court: 
reports (decisions) — 
bound volume, 10466 
Taxation: 
bows and arrows tax to provide wildlife 
restoration, funds —- 
report, 09904 
emergency windfall profits tax - 
summary of testimony, 09863 
private pension tax reform -— 
brief summary, 09861 
summary of differences between Senate and 
House versions of H.R.2, 09735 
taxability of insurance company dividends 
received by corporations — 
report, 09774 
see also Employment taxes-Excise tax. 
Teaching: 
forest conservation, materials to help teach, 
10066 


Techical aids, see Technicians. 

Technical and Vocational Education Center, see 
Center for Vocational and Technical Educa- 
tion, Ohio State University. 

Technical bulletins: 

National Oceanographic 
Center, 10329 
Technical education: 
vocational and technical education - 
personnel evaluation, 10287 
student evaluation, 10286 
Technical manuals: 
Army Department, 09682 

Technical memorandums: 

Coastal Engineering Research Center, 09980 

National Acronautics and Space Administra- 
tion, 10215-6, 10218-33 

National O ic and At ph 
tration, 10315-22, 10327 

Technical notes: 

National Aeronautics and Space Administra- 
tion, 10234-5, 10237-58 
National Bureau of Standards, 10269-72 

Technical progress reports: 

Mines Bureau, 10198 

Technical reports: 

Air Force Human 
09665-77 

Army Air Mobility Rerearch and Development 
Laboratory , 09683-7 


Instrumentation 


ic Adminis- 





Resources Laboratory, 
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Cold Regions Rescarch and Engineering 
Laboratory , 09982 

Construction Engineering Research Laborato- 
ry, 09985-7 

Defense Civil Preparedness Agency, 09970 

NASA technical report R (series), 10259-60 

National Oceanic and Atmospheric Adminis- 

tration, 10323-6 
rveillance 


10003-7 
Waterways Experiment Station, 09991 
Technical translations: 
National Aeronautics and Space Administra- 
tion, 10261 
Technicians: 
Federal scientific, technical and health person- 
nel in 1972, 10344 
Technological innovations: 
ACCESS, Santa Barbara Regional Pilot 
Process, 10335 
barriers to innovation in industry, opportuni- 
ties for public policy changes, 10336 
technology utilization in public sector 


Su Analysis Division, EPA, 


(address), 10348 
Technology: 
advancement, impace of NASA contributions, 
10204 


utilization in public sector (address), 10348 
see also Technological innovations. 
Telecommunication: 
code of Federal regulations, 10043 
networking terminology, guide, 10271 
Temperature, see also Water temperature. 
Tennessee River and Valley: 
concentration by competing raw fuel industries 
in energy market and its impact on small 
business, investigation, 
report, print additional copies — 
report, 09765 
Ser gt for Tennessee Valley loggers, 
1 


Tennessee Valley Authority: 
budget program, 1975, justification and esti- 
mates, 10468 
financial statements — 
fiscal year report, GAO examination, 09752 
industrial development in TVA area, 10471 
power- 
eas ae fiscal years 1969-73, statistics, 
10473 
Tensile strength, see Strains and stresses. 
Terminology, see Terms and phrases. 
Terms and phrases: 
networking terminology, guide, 10271 
Test equipment, see Testing apparatus. 
Testing: 
FAA views on nondestructive 
(address), 10062 
Testing apparatus: 
electronics industry production and test equip- 
ment, export opportunities, global market 
survey, 10148 
TEVAP (timber evaluation and planning), see 
Timber 
Texas: 
Outer Continental Shelf oil and gas general 
pov sale, offshore Texas, 1974 proposal, 
1016 
Texas International Airlines, Inc.: 
accident report, 10351 
Textiles: 
man-made fiber textiles, tables depicting 
United States foreign trade, 10398 


testing 


test methods — 
Federal standard, 10050 
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Thailand: 
political situation — 
hearings, 09832 
Thermal cycling: 
comparison of isothermal and cyclic oxidation 
behavior of 25 commercial sheet alloys, 
10249 
effect of cyclic conditions on dynamic oxida- 
tion of gas turbine superalloys, 10248 
Thermal stability, see Stability. 
Thermodynamics: 
chemical thermodynamic properties of 
hydrocarbons and related substances, pro- 
perties of alkane hydrocarbons, C-l 
through C-10, in ideal gas state from 0 to 
1500 k, 10180 
Thickness measurement: 
use of thick-airfoil theory to design airfoil 
families with thickness and lift varied in- 
dependently, 10246 
Thomas, Ella C.: 
reports of tax court, 10466 
Thrusters, see Thrustors. 
Thrustors: 
endurance testing of downstream cathodes on 
low-power MPD thruster, 10250 
TIAS, see Treaties. 
Tillage: 
conservation tillage, produce, protect and con- 
serve energy, 10428 
Timber: 
computer-produced timber management plans, 
program TEVAP, 10070 
Time: 
space shuttle ferry flights statistical analysis of 
flight times, 10212 
standards of time and frequency in U.S.A., 
10269 
Tip moths: 
emergence cage for soil-pupating Rhyacionia 
spp., 10069 
Titan: 
atmosphere of Titan, 10214 
Torres Islands: 
journal of trip, 10301 
Tourist trade: 
solving energy problem for U.S. tourism in- 
dustry (remarks), 10484 
Trade centers: 
trading post system on Navajo reservation, 
10056 


Trade-marks, see Trademarks. 
Trademarks: 
international treaties and legislation involving 
American patents and trademarks 
(address), 10369 
—— 
-cent 





ative stamp, 
(poster), 10481 
Traffic: 
Saint Lawrence Seaway report, 10403 
see also Air traffic-Traffic control. 
Traffic control: 
traffic assignment, applications, 
products, 10030 
see also Air traffic. 
Traffic safety, see Safety of life. 
Training: 
education and training for minority business 
enterprise, task force report, 09719 
National Guard Bureau administrative instruc- 
ions, 10282 
see also Job analysis-Naval education-Voca- 
tional education. 


methods, 
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bubble + me gas transfer, hypolimnion aera- 
tion with commercial oxygen, 09996 
Transformations (mathematics): 
infrared Fourier transform spectrometry of gas 
chromatography effluents, 09998 
Transistors: 
twelve hundred to thirteen hundred MHz 100- 
watt transistor power amplifier, 10363 
Translations: 
technical— 
National Aeronautics and Space Administra- 
tion, 10261 
Transmissions: 
transmission chain, Federal item identification 
guide, 4 
Tran } 


sportation: 
code of Federal regulations, 10044 
Creating transportation safety environment 
(address), 10352 
implementation of controls under Clean air 
act- 
hearings, 09963 
statistics in United States, 10150 
Transportation Department: 
appropriations, 1975— 
09806 


hearings, 
special i = pomenness program, annual re- 
port, 0996: 


Transylvania lite N.C.: 
soil survey report, 10433 
Travel: 
Shepherd, Banks and Torres Islands, Espiritu 
Santo and Efate in New Hebrides, journal 
of trip, 10301 
Travelers: 
you.g Americans, drug arrests abroad, notice, 
10440 
Traverses, see Surveying. 
Treasury bonds, see Bonds of one States. 
Treasury certificates of i 
five percent, R.E.A. series, 10476. 
Treasury Depariment: 
appropriations, 1974 - 
report, 09756, 09758 
appropriations, 1975 - 
hearings, 09816 
department circular — 
public debt series, 10475-6 
revenue sharing, its use by and impact on local 
governments, GAO report, 10083 
Secretary and Assistant nomina- 
tions of William E. Simon and David R. 
MacDonaid— 
hearings, 09927 
Treaties: 
aie nm ae and legislation involving 
patents and trademarks 
oaaeeeh 10369 
treaties and other international acts series, 
10441-3 
Trips, see Travel. 
Troops, see Armed Forces. 
Trust funds, see Trusts and trustees. 
Trusts (industrial): 
Gadeenh Date Remenbsinne aarioaiee S a2, 
yee A wrod to ve business exploitation of 
misleading advertising 


(address), 100 10051. 
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Trusts (industrial)—Con. 
international antitrust policy and American 
economic interests (address), 10052 
Trusts and trustees: 
highway trust fund, financial condition and 
operations, annual report, 09747 
joint labor-management trust funds for legal 
services— 
legislative history, 09949 
Truth in lending, see Credit. 
Tubes: 
fabrication of clad tube for fast reactor fuels, 
09693 
Tungsten: 
mineral industry survey, 10199 
Turbine fuel: 
aviation turbine fuels, 1973, 10187 
Turbines: 
advanced, small, high-temperature-rise-gastur- 
boshaft engine combustor program, 09687 
dynamic oxidation of gas turbine superalloys, 
effect of cyclic conditions, 10248 
hydraulic turbine index tests, 10396 
research turbine for high-temperature core en- 
gine application, 10255 
turbine vane, pressure-loss and flow coeffi- 
cients, 10226 
Turbojet engines, see Engines (aircraft). 
Turbulence: 
lower layers of marine boundary layer, aircraft 
investigation, 10326 
Turbulent boundary layer, see Boundary layer. 


Turkey: sue ay “ 
, bibliography, 


Ataturk and Turkey, 
10166 
TVA, see Tennessee Valley Authority. 


U 


Un-American activities: 
Subversive activities control act, amend - 
hearings, 09839 
Underwater sound, see Sound. 
Unemployment insurance: 
properly designed for administration proposal 
to tide individuals over unemployment 


period, 09862 
Uniform State Laws, National Conference of 
Commissioners on, see National Conference 
of Commissioners on Uniform State Laws. 
Union of Soviet Socialist Republics: 
civil aviation in USSR (SOth anniversary of its 
formation), 10261 
means of measuring naval power with special 


reference to U.S. and Soviet activities in 
Indian Ocean, 09831 
Soviet disarmament propaganda and strange 
case of Marshall Grechko, 09945 
United Nations: 
General Assembly - 
28th annual ting 
10439 
United States Information Agency: 
appropriations 1975- 
hearings, 09835 
United States Postal Service: 
activities during Ist session of 93d Congress — 
summary of observations and recommenda- 
tions, 09854 
appropriations, 1975- 
hearings, 09816 
postal contracting manual, 10483 
poster- 
commemorative stamp series, 10478-82 


U.S. p stated, 
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United States Soldiers’ and Airmen’s Home: 
increase interest paid on permanent fund— 
Unlading and lading: 
fresh fruit and vegetable unloads FVUS series, 
09656-60 


fresh fruit and vegetable unloads — 
eastern cities, 09656 
midwestern cities, etc., 09657 
southern cities, 09658 
totals in 41 cities, 09660 
western cities, 09659 
load-carrying capability of running skyline, 
computer program for determining, 10072 
Unloading, see Unlading and lading. 
Upholstery: 
upholsterer’s regulators and regulating needles 
and pins, duty elimination— 
report, 09781 
Uranium: 
activated carbon canisters for radon protection 
in uranium mines, evaluation, 09700 
Uranium m 
tantalum- -alloy-clad_ uranium mononitride fuel 
specimens, evaluation, 10251 
ge - - as, see Redevelopment 
P 


tc.). 
USSR, see emg oa of Soviet Socialist Republics. 
Utah: 
mineral interests conveyance, 09886 
Utility companies, see Electric utilities. 


(city 


Vv 


VA, see Veterans Administration. 
Vanes: 
turbine vane, pressure loss and flow coeffi- 
cients, 10226 
Vapors: 
treatment of sulfite evaporator condensates for 
recovery of volatile components, 
Variables (mathematics): 
variables related to pre-service cannabis use in 
sample of Air Force enlistees, 09668 


Variations: 
aver: daily variations in magnetic field as 
ed by ATS-5, 10242 
Vegetables: 


fresh fruit and vegetable unloads FVUS series, 
09656-60 


fresh, unloads — 
eastern cities by commodities, States and 
months, 09656 
midwestern cities, by commodities, States 
and months, 09657 
southern cities by commodities, States and 
months, 09658 
western cities, commodities, States and 
months, 09659 
4l cities, 09660 
Vents: 
venting characteristics of gaseous helium and 
nitrogen discharging into free stream, 
10222 
Verona project: 
Potomac River basin, reformulation, engineers 


report— 
departmental edition, 09989 
document edition, 09739 
Veterans: 
benefits - 
improvement, proposals, message from Pre- 
sident, 09741 
loans, guaranteed te direct, questions and an- 
swers, 10485 
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V-terans— Con. 
recommendations of veterans’ organizations, 
1974- 
hearings, 09859 
State veterans’ laws, digest, 09968 
Veterans Administration: 
appropriations, 1975- 
hearings, 09812 
medical research, 1973 fiscal year, 09858 
VA pamphiet, 10485 
Veterans Affairs’ Committee, Senate: 
committee print, 09968-9 
Veterans organizations: 
legislative recommendations, 1974— 
hearings, 09859 
Veterans’ Administration: 
appropriations, 1974— 
supplemental, report, 09891 
Board of Veterans Appeals, 40th anniversary, 
progress report, 09969 
Veterans’ Affairs Committee, House: 
committee print, 09858 
hearings, 09859 
Veterans’ Affairs Committee, Senate: 
committee print, 09967 
Vibration: 
determination of vibration characteristics of 
corrugated, flexibly sup>orted, heat-shield 
panels, 10245 
vibrationally excited hydrogen halides, bibliog- 
raphy on chemical kinetics of chemiex- 
citation and energy transfer processes, 
10267 
Vietnam: 
Marines 1954-73, anthology and annotated 
bibliography, 10171 
Viking, see Spacecraft. 
Vital statistics: 
vital and health statistics — 
data from National health survey, 10277 
data on National health resources, 10278 
Vocational and Technical Education Center, see 
Center for Vocational and Technical Educa- 
tion, Ohio State University. 
Vocational education: 
amendments of 1968, reports on implementa- 
tion, 09826 
armed services vocational aptitude battery 
scores from answer sheet and answer card 
administration, comparability study 
09674 
vocational and technical education -— 
personnel evaluation, ! 
student evaluation, 10286 
Vocational rehabilitation, see Rehabilitation of 
the disabled. 
Volatilization, see Evaporation. 
Volcanic ash, wff, etc.: 
volcanic ash, atlas, 10408 
Voltages, see also Photovoltages. 
Volunteer forces, see Recruiting and enlistment. 
Voter Registration Administration: 
establish - 
report, 09762 
Voting: 
voter registration ac\ - 
report, 09762 


W 
W. Turner Wallis Pumping Station: 





designate - 
law , 09733 
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“Raleigh, NN Cc., snes 


momar oe 


Portal to portal pay act, effect on labor stan- 
09946 


Wallis, W. Turner, see Ww. Turner Wallis Pump- 
ing Station. 


compliant wall drag reduction in turbulent 
boundary layers, 10209 
metallic shear walls for ballistic missile 
defense ground support systems, 09983 
War: 
Middle East between war and peace, Nov.- 


Dec.1973, 09929 
Middle East conflict, protecting civilians under 
international law — 
hearings, 09833 
War and emergency power: 
Congress and the President, define — 
review and manner of investigating mandate, 
09954 


Warehouses: 
capacity of refrigerated warehouses, 10444 
Wa. ington Metropolitan Area Transit 
Authority: 


appropriations, 1975— 
Washington State: 


resource conservation and development pro- 
ject, short term plan, 10425 
Waste disposal: 
influence of liquid waste disposal on 
geochemistry of -— at National Reactor 
Testing Station, |! 
see also Radioactive waste disposal. 
Waste disposal tanks: 
Waipio stabilization es and surrounding 
areas, investigations, | 
Waste products: 
animal wastes from feedlots, reuse as fertil- 
izers or fuels— 
report, 09793 
resource conservation by recycling to reduce 
solid waste - 
, 09914 
see also Industrial wastes-Sewage. 
Waste storage tanks, see Waste disposal tanks. 
Waste treatment: 
Maryland waste oil recovery and reuse pro- 


gram, 
sewage treatment facilities, investigations — 
Orange County, Calif., 10007 
Santa Barbara, Calif., 10003 
Waipio stabilization and surrounding 
area, investigation, 10005 
Waste water: 
ozone in water and waste water treatment, 
bibliography, 10133 
treatment plants, evaluation — 
Henderson, Nev., 10006 
Wastewater, see Waste water. 
Water: 
conservation — 
Nevada, 1973, report, 10427 


determination of sor ang nitrate and alkyl 
benzene sulfonates (ABS) with auto 
analyzer, 10385 
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Water—Con. 
early season snow report for Colorado, Jan. 1, 
1974, water supply outlook, Federal-State- 
private-cooperative snow surveys, 10424 
environmental health series, water supply and 
pollution control, 10379 
ground-water basin of upper Coachella Valley, 
Calif., analog model study, 10092 
influence of liquid waste disposal on 
geochemistry of water at National Reactor 
Testing Station, 10087 
monitoring of sodium-water leak-tightness of 
sodium-heated steam generators by 
hydrogen dosage, 09690 
pending water resource projects — 
hearings, 
pollution of Yellowstone River as related to 
taste and odor problems in municipal 
water supplies, Montana and North 
Dakota, 10388 
public works appropriations, 1975— 
hearings, 09813 
resources — 
phreatophytes, bibliography, 10132 
Santee River basin, North Carolina, South 
Carolina, 10429 
semi-automatic extraction of organic materials, 
10387 
surface water-— 
field evaluation of low-flow-rate carbon ad- 
sorption equipment and methods for or- 
ganics sampling, 10386 
water injectivity test, Dos Cuadras Field, 
—_ Barbara Channel, off California, 
1 


water resource systems analysis, selected an- 
notated bibliography, 10131 
water supply paper, 10090-2 
see also Waste water-Water quality-Water 
temperature. 
Water pollution: 
animal feedlots as cause, control- 
report, 09793 
comprehensive management of phosphorus 
water pollution, 10002 
environmental health series, water supply and 
pollution control, 10379 
interstate pollution, conference proceedings - 
North Fork Holston River, 10378 
PHS water pollution surveillance system 
cations and development report, 10381- 
pollutional effects of pulp and paper mill 
wastes in Puget Sound, 10057 
Yellowstone River as related to taste and odor 
problems in municipal water supplies 
Montana and North Dakota, 10388 
Water purification, see Waste water. 
Water quality: 
areawide water quality management, problems 
and approaches -— 
suggested representative or model legisla- 
tion, 10000 
data acquisition system, specifications, 10391 
data collection system Honeywell analog, field 
evaluation, 10383 
lowa, standards applicable to interstate waters 
subject to its jurisdiction, establish, 10059 
quality standards summary, 10060-1 
specifications for integrated water quality data 
acquisition system, 10390 
Water Resources Council: 
public works appropriations, 1975- 
hearings, 09813 
Water Resources Scientific Information Center: 
WRSIC series, 10130-3 


li- 
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Water temperature: 
a * of salinity and temperature on commer- 
cial shrimp, Penaeus aztecus ives, study, 


09990 
Waterways Experiment Station: 
contract report, 09990 
technical report, 09991 
Waveguide couplings, see Couplings. 
Ways and Means Committee, House: 
committee print, 09860-3 
report, 09781-3, 09791-2 
Weather, see also Meteorology. 
Weather control: 
lightning suppression by chaff seeding, 10323 
edges: 


low-frequency propagation in composite region 
of wedge and 2 parallel plates, 10357 
Weights and Measures, National Conference, see 
National Conference on Weights and Mea- 
sures. 
Welfare funds: 
Welfare and pension plans disclosure act, 
revise— 
summary of differences between Senate and 
House versions of H.R.2, 09735 
West (U.S.): 
fresh fruit and vegetable unloads, 09659 
West Coast, see Pacific Coast. 
Western States, see West (U.S.). 
Wetlands, see Swamplands. 
Wheat: 
international wheat agreement, 1971, protocol 
for extension, 09878 
Wheeler Reservoir: 
fish inventory data, 10470 
Wicking materials: 
wicking of liquids in screens, 10257 
Wilderness areas: 
designate certain lands as wilderness areas — 
report, 09789 
Farallon National Wildlife Refuge, designation 
of portion as wilderness area - 
report, 09778 
Wildlife: 
code of Federal regulations, 10045 
special scientific report, wildlife series, 10437 
Windfall: 
emergency windfall profits tax, summary of 
testimony, 09863 
Wisconsin: 
Pine-Popple River basin, hydrology of wild 
river </ea, northeastern Wisconsin, 10091 
WMATA, see Washington Metropolitan Area 
Transit Authority. 
ool: 


and mohair, 10453 
tables depicting United States foreign trade, 
10398 


Work: 
fully proceduralized job performance aids, Air 
Force - 
draft military specification for organizational 
and intermediate maintenance, 09671 
JPA developers handbook, 09672 
JPA managers Sy training specialists hand- 


book, 
WRSIC, see Water Resources Scientific Infor- 
mation Center. 


x 
X-ray apparatus: 


narrow energy band filters for a 250 kV con- 
Stant potential X-ray machine, 09699 
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X-rays: 
elastohydrodynamic film thickness formula 
based on X-ray measurements with 
synthetic paraffinic oil, 10243 
XV-6A, see Aircraft. 


Y 


Yamhill, Oreg.: 
soil survey report of area, 10434 
Yarn: 
statistical relationships of fiber properties to 
yarn properties and to spinning efficiency 
of medium staple cottons, 09662 
Yearbooks: 
minerals, 1972-— 
preprints, 10190-6 
Yellow birch, see Birch. 
Yellowstone River and Valley: 
pollution as related to taste and odor problems 
in municipal water supplies, Montana and 
North Dakota, 10388 
Youth: 
color vision deficiencies in youths 12-17 years 
of age, 10277 
young American travelers, drug arrests 
abroad, notice, 10440 


Zz 


Zaire: 
Angola-Zaire boundary study, 10438 
Zero gravity: 

cloud physics laboratory, 10211! 
Zine: 


inc: 
minerals yearbook chapter, 10195 
Zirconium: 
minerals yearbook chapter, 10196 
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Scott, Donald W., Chemical thermodynamic pro- 
perties hydrocarbons and related eb. 
stances, reise 

Scott, Hugh, Congress rediscovers itself, 09867 

Serra, Jaime D., FAA views on nondestructive 
testing, 10062 

Shambon, Arthur, Narrow energy band filters 
for a 250 kV constant potential X-ray machine, 


09699 
Shaw, Robert J., Forward-slanted slot throat sta- 
bility bypass to increase stable airflow range 
of Mach 2. inlet with Gb-percent internal con 


Medicare, 


i illiam E.: 

Remarks of William E. Simon, 10026 
Testimony of William E. Simon, 10027 
Sirrocco, Alvin, Inpatient health facilities as re- 
eg te gy bee te 
Skillman, Thomas L., Average daily variations in 
smagnetic field as cbearved by ATS-3. 10242 
Slaby, David, Color vision deficiencies in youths 
12-17 years of age, 10277 

Slemp, Wayne S., Effects of simulated space en- 
vironment on Skylab parasol material, 10220 
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Smidt, F. A., Auger-electron spectroscopy anal- 
ysis of fracture surfaces of irradiated pressure- 
vessel steels, 10360 

Snyder, Richard A., Anti-chafe hose, 09686 

Speece, R. E., Hypolimnion aeration with com- 
mercial oxygen, bubble plume gas transfer, 


Srinivas, S., Analysis of laminated, composite, 
circular cylindrical shells with general bounda- 
ry conditions, 10260 

Stalcup, Berry, Fish inventory data, 10469-70 

Suit, William T., Lateral static and dynamic 
aerodynamic parameters of Kestrel aircraft 
(XV-6A) extracted from flight data, 19238 

Sullivan, Dennis J., Survey of the present state- 
of-the-art in learning center operations, 09677 

Sullivan, John H., Survey of activities, Commit- 
tee on Foreign Affairs, House, 09834 

Symons, Eugene P., Wicking of liquids in 
screens, 10257 

Szanca, Edware M., Research turbine for high- 
temperature core engine application, 10255 


T 


Thomas, Jess W., Evaluation of activated carbon 
canisters for radon protection in uranium 
mines, 09700 

Thorne, L. F., Impact testing of materials using 
8-inch air gun and computer reduction of data, 


Trakhtenberg, I. M., Chronic effects of mercury 
on organisms, 10151 
Tyley, Stephen J., Analog model study of 
Sane basin of upper Coachella Valley, 
alif., 1 


V 


Valentine, Lonnie D., Comparability study of 
armed services vocational aptitude battery 
scores from answer sheet and answer card ad- 
ministration, 09674 

Venkataramiah, A., Studies on effects of salinity 
and temperature on commercial shrimp, 
Penacus aztecus ives, with special regard to 
survival limits, growth, oxygen consumption 
and ionic regulation, 09990 


a 


Wall, Stephen D., Optical analysis of compound 
quasi-microscope for planetary landers, 10237 
Wallhagen, Robert E., Self-teaching digital-com- 

puter program for fail-operational control of 
turbojet engine in sea-level test stand, 10227 
Washburn, C. me, Remarks of C. 
Langhorne Washburn, 10484 
Washichek, Jack N., Early season snow report 
for Colorado, 10424 
Watson, Gordon K., Evaluation of tantalum- 
alloy-clad uranium mononitride fuel specimens 
from 7500-hour, 040° C pumped-lithium-loop 
test, 10251 
Watson, Ralph D., Experimental study of sharp- 
and blunt-nose streamwise corners at Mach 20, 
10234 
Watson, William J., Similartiy of job types re- 
ported from two independent analyses of oc- 
cupational data, 09675 
Weeks, Joha D.: 
Evaluation of field performance of Hays dis- 
solved oxygen analyzer, 10381 
Preliminary report on effect of pump and pipe 
— on dissolved oxygen concentration, 
1 





Westley, Francis, Vibrationally excited hydrogen 
y on chemical kinetics of 
chemiexcitation and energy transfer processes, 
1 
Weybrew, Benjamin B., Factors related to drug 
abuse in submarine service, 10176 


Whiteman, C. D., Variablility of High Plains 


precipitation, 10324 

Wilson. Sandra J., Report of 58th National Con- 
ference on Weights and Measures, 10266 

Witkin, Michael J., Outpatient psychiatric ser- 
vices, 10295 

Wood, H. o. Preprint from 1972 Minerals year- 
book, 1019 

Wood, M. .. Advanced, small, high-tempera- 
ture-rise combustor program, 

Wood, S. O., Preprint from 1972 Minerals year- 
book, 10194 


Y 


Yoffee, William M., International social security 
agreements, 10420 
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A 


Abrasive materials in 1973, 10177 

ACCESS, Santa Barbara Regional Pilot Process, 
10335 

Acoustic command system, Interocean Systems 
Inc.,, 10328 

Acoustic radar investigations of boundary layer 
phenomena, 10210 

Act entitled Disaster relief act amendments of 
1974; 09734 

Act for relief of Ernest 
(Ernesto Espino), 09731 

Act for relief of Gloria Go, 09729 

Act for relief of Kamal Antoine Chalaby, 09730 

Act for relief of Morena Stolsmark, 09728 

Act to amend Wild and scenic rivers act by 
designating Chattooga River , 09732 

Act to name structure S-5SA of Central and 
Southern Florida Flood Control District, 
located in Palm Beach County, Fla., as W. 
Turner Wallis Pumping Station , 09733 

Address by Lewis A. Engman, 10051-3 

Adhesion of ice frozen from dilute electrolyte 
solutions, 09981 

Administration health proposal, 09923 

Administration of military claims in Europe, 
09842 

Admission rates by highest level of education at- 
— State and county mental hospitals, 
10 

Advance acquisition of land program, 10119 

Advanced, small, high-temperature-rise com- 
bustor program, 09687 

AEC research and development report, 09689- 
704 

Aerial radiological measuring survey of area sur- 
rounding Dresden Nuclear Power Station, 
Morris, Ill., Sept. 1968, 09694 

Aerial radiological measuring system , 09694 

Aerodynamic heating and loading within large 
open cavities in cone and cone-cylinder-flare 
models at Mach 6.7, 10235 

Agriculture-environmental and consumer protec- 
tion appropriations for 1975, 09800-1 

Agriculture, rural development, and use of land, 


Edward Scofield 


09908 

Air Force Human Resources Laboratory techni- 
cal report, 09665-77 

Air pollution engineering source evaluation of 
ammonia oxidation plant no 10, Holston Army 
Ammunition Plant, Kingsport, Tenn. , 09986 

Aircraft accident report, 10351 

Aircraft emissions, impact on air quality and 
feasibility of control, 09664 

Aircraft investigation of turbulence in lower 
layers of marine boundary layer, 10326 

Aircraft registration, 10013 

Airport security, 10016 

Alexander is a swoose, 09714 

Aliso Water Management Agency study, 10007 

Allied health professions, special improvement 
grants, 10095 

Amazon, measuring a mighty river, 10085 





Amending act of June 27, 1960 relating to preser- 
vation of historical and archeological data, 
09790 

Amending and extending authority for regulation 
of exports, 

Amending Arms control and disarmament act, 
09770 


Amending Flood control act of 1938, 09880 
Amendment to 1975 budget for Supreme Court, 
09877 


Americans missing in Southeast Asia, 09898 

Analog model study of ground-water basin of 
upper Coachella Valley, Calif., 10092 

Analysis of finite-size phase arrays of circular 
waveguide elements, 10259 

Analysis of laminated, composite, circular cylin- 
came shells with general boundary conditions, 

Analysis of world-wide contributions to Nuclear 
science abstracts, 09702 

Anatomy of price change, 10164 

Agger, international boundary 
1 

Annotated bibliography of interspecific 
hybridization of fishes of subfamily Sal- 
moninae, 10315 

Annotated list of Cicadellidae and Fulgoridae of 
elm, 10071 

Annual report of American Battle Monuments 
Commission, 09967 

Annual report of Social Security Administration, 


study, 


Annual report, 1974, National Advisory Council 
on Adult Education, 10201 

Annual survey of manufactures, 09706 

Annual work s and budgets for rural 
electric distribution systems, 10399 

Anti-chafe hose, 09686 

Apollo experience report, 10247 

Application of boundary integral method, to 
elastoplastic analysis of V-notched beams, 
10254 

Application of dynamic programming to capital 
investment decision analysis, 10022 

Application of electrical energy to culvert icing 
problems, laboratory study, 09982 

Application of J integral application to crack in- 
itiation in 2024-T 351 aluminum alloy, 10362 

Aquifers in Sokoto basin, northwestern Nigeria, 
with description of general hydrogeology of re- 
gion, 10090 

Area wage surveys, 10163 

Armed services paper, 09817-22 

Arms control and disarmament act amendments, 
09828 

Army Department pamphiet, 09681 

ARS series, 09662 

Assessment of impact of air quality requirements 
on coal in 1975, 1977, and 1980, 10179 

Ataturk and Turkey, bibliography, 10166 

Atlas of volcanic ash, 10408 

Atmosphere of Titan, 10214 

— absorption methods of oilfield brines, 
101 

Atomic energy, 10442 
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Audit of payments from special bank account to 
Lockheed Aircraft Corporation for C-SA air- 
craft program during quarter ended Mar. 31, 
1974, 10074 

Auger-electron spectroscopy analysis of fracture 
surfaces of irradiated pressure-vessel steels, 
10360 

Authorizing allotments from pay of members of 
National Guard for group life insurance 
premimums, 09893 

Authorizing and directing Secretary of Agricul- 
ture to convey any interest held by United 
States in certain property in Jasper County, 
Ga., to Jasper County Board of Education, 
09787 


Authorizing appropriations for Atomic Energy 
Commission for fiscal year 1975, 

Authorizing appropriations for carrying out 
provisions of international economic policy act 
of 1972, $ 

Authorizing conveyance of certain lands to New 
jg State University, Las Cruces, N.Mex., 


Authorizing disposal of molybdenum from na- 
tional stockpile, 09757 

Authorizing Secretary of Interior to sell certain 
mineral rights in certain lands located in Utah 
to record owner thereof , 09886 

Average daily variations in magnetic field as ob- 
served by ATS-5, 10242 

Aviation structural mechanic, 10365 

Aviation turbine fuels, 1973, 10187 


B 


Barriers to innovation in industry, 10336 

Behavior of Rapsodie reactor fuel elements in 
1971-72, 09692 

Bibliography of history of medicine, 10306 

Bibliography of NBS publications Jan. 1906-Jan. 
1973, 10268 


Bibliography of R&D research reports, 10001 

Big Bend National Park, Tex.,, 10330 

Bio-assay investigations for International Joint 
Commission, 10376 

Boone Reservoir fish kill, 10058 

Brief summary of provisions of H.R.12481, bill to 
amend internal revenue code to provide pen- 
sion reform, 

Bulletin index-digest system, 10134-6 

Bureau of Naval Personnel manual, 10355 

Bureau of Outdoor Recreation focal poiat for 
outdoor America, 10367 

Burning of solids in oxygen-rich environments in 
normal and reduced gravity, 10228 

Buying a car overseas? 09992 


c 


Calculation of supersonic stream parameters of 
real gas from measurable quantities using 
FORTRAN IV routines, 10256 

CAMAC serial system organization, description, 
09703 


Camping in national park system, 10331 

Capacity of refrigerated warehouses in U.S., 
10444 

Cape Cod National Seashore, Mass., 10332 

Capitol, pictorial history, 09740 

Caribbean Atlantic geotraverse, 10325 

CCPM pamphiet, 10377 

Census of agriculture, 09707 

Census of population, 09709 

Census of population and housing, 09708 

Census use study, 09710-1 

Certain ceramic tableware, 10457 
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products, 
cl cutiion af Bataal nat Wonk tele, 10009 
Characteristics of Spanish surname population 


by census tract, for SMSA’s in New Mexico, 
1970, 09709 


Chemical kinetics data survey, 10265 

Chemical thermodynamic properties of hydrocar- 
bons and related substances, 10180 

Cherries, 10445 

Child abuse prevention act, 09767 

Children's books, 1973 list, 10167 

Chronic effects of mercury on organisms, 10151 

Civil aviation in USSR (50th anniversary of its 
formation), 10261 

Civil Service Commission pamphlet, 09715 

Class action study, 09912 

Classification of freshwater wetlands in glaciated 
Northeast, 10436 

Coast Guard bulletin, 09716 

Coast Guard omnibus, 09894 

Coastal Engineering Research Center technical 
memorandum, 09980 

Code of Federal regulations, 10036-40, 10042-5 

Coding performance in 1970 census, 09708 

Coils, former workers of Paris, Tenn., plant of 
Clippard Instrument, Inc., 10459 

Cold Regions Research a wer grt Labora- 
tory research report, 0998 

Cold Regions Research and ‘Baginsoring Labora- 

09982 


On mercury between 
University of Baghdad, Iraq and Rochester 
NY, 10337 


Collection process, income tax accounts, 10137 
Color vision deficiencies in youths 12-17 years of 


Commemorative stamp poster, 10478-82 

Commercial broilers, annual production and 
weekly placements, 10446 

Commodity distribution, food stamp, and special 
milk programs, 

Community health medic of Indian Health Ser- 
vice, progress report, 10126 

Community services act, 09794 

Comparability study of armed services voca- 
tional aptitude battery scores from answer 
sheet and answer card administration , 09674 

Comparison of acoustic performance of 5 muf- 
fler configurations on small helicopter, 10241 

Comparison of isothermal and cyclic oxidation 
behavior of 25 commercial sheet alloys at 150° 
C, 10249 

Comparison of measured and calculated velocity 
7 of laminar —— free jet at 

w Reynolds numbers, |! 

Comparison of various reagents proposed for use 
. ee for dissolved oxygen, 
1 

Comprehensive health planning as carried out by 
— and areawide agencies in three States, 
1 

Comprehensive m of phosphorus 
water pollution, | 

Computer program for determining load-carrying 
capability of running skyline, 10072 

Computer-produced timber s\anagement plans, 
evaluation of program TEV a?, 10070 

Concept of impeachable offense, 10156 


Conference on interstate pollution of North Fork 
Holston River, 10378 
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Conferences on science course materials for ad- 
ministrators and others interested in school 
curricula, 10338 

Congress and mass communications, institutional 
perspective, 09736 

Congress rediscovers itself, 09867 

Congressional oversight of administrative agen- 
cies, 09940 

Congressional record, 09723-7 

Construction Engineering Research Laboratory 
interim report, 09983-4 

Construction Engineering Research Laboratory 
technical report, 09985-7 

Consular relations, convention, with exchanges 
of notes, between United States and Belgium, 
10443 

Consumer energy act of 1974, 09916-7 

Consumer problems of Klamath Indians, call for 
action, 10054 

Consumer Protection Agency act, 09901 

Continuing education in mental health, project 
summaries, 10293 

Contributions, benefits, and beneficiaries under 
State and local Government retirement 
systems, 10418 

Control of pollution from animal feedlots and 
reuse of animal wastes, 09793 

Controlling damage, U.S. policy options for 
Greece, 09829 

Correlation of plasma volume and body weight 
in dogs, 

Cotton, wool and man-made fiber textiles, tables 
depicting United States foreign trade, 10398 
Court decisions relating to National labor rela- 

tions act, 10304 

Crash/injury ejection study, commercial vehicle 
accidents, 10200 

Creating transportation 
10352 

Crime in Nation's 5 largest cities, 10153 

Cumulative index-digest of unpublished decisions 
for period 1943-54 inclusive, 10435 

Current energy shortages oversight series, 09930- 


safety environment, 


i 
Current fisheries statistics, 10308-10 
Current foreign policy, 10439 
Current housing market situation, 10031 
Current negotiations on arms limitations, 09680 
Current population reports, 09712 
Curvature-corrected Kirchoff formulation for 
radar sea-return from near vertical, 10205 
Cutoff of petroleum products to U.S. military 
forces, 09931 


D 


Data on National health resources, 10278 

Data uses in private sector, proceedings of ex- 
ecutive seminar, 09710 

Decisions of Interstate Commerce Commission, 
Dec. 1970-July 1971., 10149 

Decisions of Maritime Subsidy Board, Maritime 
Administration, Dept. of Commerce, 10172 

Defense Civil Preparedness Agency technical re- 
port TR series, 09970 

Defense Department handbook H series, 09975 

Definitions, policy statements and general 
rulings, 10115 

Department circular, public debt series, 10475-6 

Department of Defense appropriations for 1975, 


09802 
Department of Defense stock funds, accomplish- 
ments, problems and ways to improve, 10076 
Department of Interior and related agencies ap- 
propriations for 1975, 09803-5 
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Department of Interior: Alaska Power Adminis- 
tration, Bonneville Power Administration, Bu- 
reau of Reclamation, Secretary of Interior, 
Southeastern Power Administration, 
Southwestern Power Administration, _ Un- 
derground electric power 
research; Water Resources Council., 09813 

Departments of Labor and Health, Education, 
and Welfare appropriations for 1975, 09807-9 

Departments of State, Justice, and Commerce, 
Judiciary, and related agencies appropriations 
for 1975, 09810 

ign guide for improving residential security, 
10104 

Designating certain lands as wilderness, 09789 

Designating certain lands in Farallon National 
Wildlife Refuge, San Francisco County, Calif. 
as wilderness, 09778 

Determination of phosphate, nitrate and alkyl 
benzene nas (ABS) in water with auto 
analyzer, 1038 

Development p= dell for small, split-core, heat- 
pipe-cooled nuclear reactor, 1 

Development of data base for direct analysis of 
airmen loss rates, 09670 

Development of oil and gas on Continental 
Shelf, 09921 

Developments in aging, 1973, and Jan.-Mar.1974, 

3 


0990 

Differential analysis for turbulent boundary layer 
on compressor blade element (including boun- 
dary-layer separation), 10252 

Directory of American Indian students pursuring 
professional health careers, 10096 

Directory of ——_ filing annual reports with 
Securities and Exchange Commission, 10404 

Directory of information resources in United 
States Federal Government, 10168 

Disaster relief act amendments of 1974, 09897 

Disclosure of corporate ownership, 09768, 09870 

Disintegration of Wolf Creek meteorite and for- 
mation of pecoraite, nickel analog of 
clinochrysotile, 10088 

Dissemination and utilization of solar energy 
research results, 10339 

District of Columbia revenue act of 1947 amend- 
ment act, 09774 

DOD's requirement for air-conaitioning military 
— housing in Hawaii is unnecessary, 


Draft military specification for organizational 
and intermediate maintenance, 09671 

Drag and distribution, measurements of single- 
element fuel injectors for supersonic com- 
bustors, 10224 

Dust allergy, 10285 

Duty free importation of upholstery regulators 
— oo ° regulating needles and pins, 

Dynamic model of stage-dischatge relations af- 
fected by changing discharge, 10318 


E 


Early season snow report for Colorado, 10424 

Ecological monitoring of beach erosion control 
projects, Broward County, Fla. and adjacent 
areas, 

Economic accountability and planning of work in 
scientific research and design, 10152 

Economic development programs under jurisdic- 
HF Committee on Public Works, House, 
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Effect of all-volunteer force on input into school 
of military sciences, officer training program, 
09666 


Effect of cyclic conditions on dynamic oxidation 
of gas turbine superalloys, 10248 

Effect of geometrical and flow parameters on 
high-effectiveness region of film cooling, 
10253 

Effect of inertia properties on attitude stability 
of nonrigid spin-stabilized spacecraft, 10239 

Effect of screen-induced total-pressure distortion 
on axial-flow compressor stability, 10225 

Effects of helicopter external loads on sling pro- 
perties, 09685 

Effects of OASDI benefit increase in Mar. 1974, 
10419 

Effects of organized criminal activity on in- 
terstate and foreign commerce, 09913 

Effects of simulated space environment on 
Skylab parasol material, 10220 

Egg research and 
09799 


Egmont Key National Wildlife Refuge, 09760 

Eighteenth annual report on financial condition 
and results of operations of highway trust 
fund, 09747 

Elastohydrodynamic film thickness formula 
based on X-ray measurements with synthetic 
paraffinic oil, 10243 

Electric utility policy issues, 09939 

Electromagnetic current meter evaluation, 10329 

Emergence cage for soil-pupating Rhycionia 
spp., 10069 

Emphasis needed on Government's efforts to 
standardize data elements and codes for com- 
puter systems, 10078 

Employee-attitude and office environment 
analyses for development of human and 
architectural requirements for Buffalo District 
Office, Buffalo, N.Y., 09985 

Employment tax, 10135 

Endorsement for insurance for home mortgage 
programs, 10117 

Endurance testing of downstream cathodes on 
low-power MPD thruster, 10250 

Energy information act, 09938 

Energy transportation security act of 1974, 09920 

Environment miscellaneous, 09848 

Environmental education act amendments of 
1974, 09896 

Environmental 
09970 


informati act 





hazards and systems schools, 

Environmental health perspectives, 10291 

Environmental health series, water supply and 
pollution control, 10379 

Environmental monitoring series, 09993-5 

Environmental protection technology series, 
09996-9 

Environmental Radioactivity Laboratory inter- 
comparison studies program, 

EPA compendium of registered pesticides, 
10370-1 

EPDA higher education personnel training pro- 
grams, 1972-73, 09978 

Equal opportunities for Spanish-speaking people, 
09843 


Equipment and test procedure for determining 
multiaxial tensile and combined tensile-com- 
pressive strength of concrete, 09991 

ERIC, profile, 10288 

Estate and gift tax, 10134 

Estimates of population of Kansas counties, 
09712 

Evaluation of activated carbon canisters for 
radon protection in uranium mines, 
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Evaluation of field performance of Hays dis- 
solved oxygen analyzer, 10381 
Evaluation of tantalum 


Evaluation of various sizes and configurations of 
fuel tanks, 09684 

Evaluation of wastewater treatment plants at 
Henderson, Nev., 10006 

Evaporation suppression, bibliography, 10130 

Examination of a statements of Federal 
Prison Industries, Inc., Department of Justice, 
fiscal year 1973, 09751 

Examination of financial statements of National 
Credit Union Administration, 10079 

Examination of financial statements of Tennes- 
see Valley authority, fiscal year 1973, 09752 

Excise tax, 10136 

Executive branch organization for international 
economic policy, 09924 

Executive privilege, secrecy in Government, 
freedom of information, 2 

Expenditure authorizations for Senate commit- 
tees, 09966 

Experience of Federal agencies under program 


Experimental and analytical determination of 
vibration characteristics of corrugated, flexibly 
supported, heat-shield panels, 10245 
Experimental investigation at Mach 8 of effects 
of projections and cavities on heat transfer to 
model of Viking aeroshell , 10219 

yr mgm a investigation of damping contribu- 

of elastomeric ablator on aluminum 
aa, 10215 


Experimental study of sharp- and blunt-nose 
streamwise corners at Mach 20, 10234 

— preserve environment, 10-cent stamp, 
104 


Extension of District of Columbia medical and 
dental manpower act of 1970, 09823 

Extract from Report of Commission on Govern- 
ment Procurement, 09933 


F 


FAA air traffic activity, peak day and terminal 
area relationships, calendar year 1973, 10010 

FAA views on nondestructive testing, 10062 

FAA-AM series, 09705 

Fabrication of clad tube for fast reactor fuels, 
09693 

Factors related to drug abuse in submarine ser- 
vice, 10176 

Fair hearings in public assistance, 10279 

Fair housing U.S.A., 10105 

Fair labor standards amendments of 1974, 09773, 
09890, 09946 

Farm Credit Administration statistical bulletin, 
10008-9 

Farm labor contractor régistration act amend- 
ments of 1973, 09824 

s recorded, 10008 


Farm estate 

FCM series, 10311 

FDA information materials for food and 
cosmetic industries, 10064 

Feasibility of space disposal of radioactive 
nuclear jation cgulat 


for ae mg 10106 
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Federal employee legislation enacted during 92d 
Congress, 09851 

Federal employee legislation enacted during 93d 
Congress, 09852 

Federal food programs, 09955 

Federal information systems and plans, 09837 

Federal item identification guide, 09971-4 

Federal manager's responsibilities under merit 
system, 09715 

Federal scientific and technical personnel in- 

creases slightly in 1972, health personnel gain 

pone og 10344 

Federal test method standard, 10050 

Federal-aid highway act, analysis, 10028 

Federally supported attempts to solve State and 
local court problems, 10080 

Fiche index for nuclear dockets, 09698 

Field evaluation of Honeywell analog water 
quality data collection system, 10383 

Field evaluation of low-flow-rate carbon adsorp- 
tion equipment and methods for organics sam- 

of surface waters, 10386 

Final environmental statement, nationwide out- 
door recreation plan, 10368 

Final environmental statement, proposed 1974 
Outer Contenental Shelf, off and gas general 
lease sale, offshore Texas, 1974 proposal, 
10165 

Financial planning in ambulatory health pro- 
grams, announcement, 10102 

First Kentucky settlement 
stamp, 10479 

Fish inventory data, 10469-70 

Five year plan summary, East Germany, 09977 

Flash floods, 10353 

Food safety in kitchen, 09663 

Footwear for women, Dee-Vee Footwear, Inc., 
10460 


Footwear for women, former workers of 
Gardena, Calif. plant of Sun-Cal Footwear, 
Inc., 10461 

Foreign assistance appropriations fiscal year 
1974. Conference report to accompany 
H.R.11771., 09758 

Foreign economic trends and their implications 
for United States, 10139-47 

oe policy implications of energy crisis, 


Forward-slanted slot throat stability bypass to in- 
crease stable airflow range of Mach 2.5 inlet 
with 60-percent internal contraction, 10221 

Four hundred and ninety-five billion dollar debt 
limit, 09925 

FPC R series, 10032 

Francesco Petrarca, musical settings of his 
works from Jacopo da Bologna to present 
checklist, 10169 

Freeport Harbor, Tex. (45-foot project), 09753, 
09988 


commemorative 


Fresh fruit and vegetable unloads FVUS series, 
09656. 


-60 

Fresh fruit and vegetable unloads in eastern ci- 
ties, 09656 

Fresh fruit and vegetable unloads in midwestern 
cities, 09657 

Fresh fruit and vegetable unloads in southern ci- 
ties, 09658 

Fresh fruit and vegetable unloads in western ci- 
ties, 09659 


Fresh fruit and vegetable unloads totals in 41 ci- 
ties, 09660 

From social security survey of institutionalized 
adults, 1967 report, 10410 

Frozen fishery products, 10309 
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Full committee consideration of Committee on 
Armed Forces nam- 
ing of new cnginecring x at Naval 
Academy in honor of Vice . Hyman G. 
Rickover, 09818 

Full committee consideration of H.R.10586, to 
amend title 10 United States Code, 09820 

Brae. Aponte ized job. performance aids, 

1- 


G 
Comme industry standards and interpretations, 
1 


General observations on British new town 
, 10107 

Genetics of yellow birch, 10073 

Geological Survey circular, 10086 

Geothermal energy research, development, and 
demonstration act of 1974, 09796 

Global market survey, 10148 

Government in sunshine, response to subcom- 


mittee questionnaire 

Grand (Neosho) River investigation, 
Oklahoma, Missouri, Arkansas, 10380 

Grants for public health traineeships, 10097 

= control aspects of coal mine design, 

Guaranteed student loans, 09769 

Guide for conducting State and community sur- 
veys of ambulance services and hospital emer- 
gency departments, 10103 

Guide to computer simulations of 3 adaptive in- 
structional models for advanced instructional 
system phases 2 and 3, 09665 

Came job placement of mentally retarded, 
10: 

Guide to networking terminology, 10271 

Guidelines for community programs in high 

blood pressure detection and control, 10283 


H 


H.R.1864, Solar heating and cooling demonstra- 
tion act of 1974, 09857 

Handbook of noise ratings, 10207 

—_ insurance statistics, HI series, 10296, 
10411-5 

Health insurance under social security, 10423 

a maintenance organization act of 1973, 

Health professions special project grants, 10098 

Health services research, health statistics, and 
medical libraries act of 1974, 09892 

Hearings on H.R.6241, constitutional oath sup- 
port act, 09839 

Hearings on proper classification and handling of 
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Higher education personnel training programs, 
1972-73, 09978 
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Home mortgage insurance, 10108 
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Hydraulic turbine index tests, flow determined 
from Winter-Kennedy taps, 10396 

Hypolimnion aeration with commercial oxygen. 
bubble plume gas transfer, 09996 
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Idaho-Washington resource conservation and 
development project, 10425 

Identification and registration marking, 10012 

If America is to grow up thinking, reading is fun- 
damenial, 10407 

Immigration and naturalization report, 09900 

Impact of granting most favored nation treat- 
ment to countries of Eastern Europe and Peo- 
ple's Republic of China, 10464 

Impact testing of materials using 8-inch air gun 
and computer reduction of data, 09696 

Impediments to employment, 10409 

Implementation of transportation controls. 09963 

Improving | t y education 
in natural sciences, social sciences, mathe- 
matics, 10340 

Inaugural addresses of Presidents of United 
States, 09742 

Increase of temporary limit on public debt, 09906 

Indemnification for loss or damage to exhibition 
of archeolcgical finds of People's Republic of 
China, 

Indian Health Service Office of Research & 
Development, 10127 

Industrial development in TVA area during 1973, 
10471 

Inflation and economic welfare in United States, 
implication for monetary policy, remarks , 
10047 

Influence of liquid waste disposal on geochemis- 
try of water at National Reactor Testing Sta- 
tion, 10087 

Information circular, 10183-5 

Information for NATO postdoctoral fellows, 
10341 

Information for registered nurses entering agree- 
ment to serve in shortage area, 10101 

Information series, 10286-7 

Infrared Fourier transform spectrometry of gas 
chromatography effluents, 09998 

Inpatient health facilities as reported from 1971 
MFI survey, 10278 

nquiring into military 
Oct.24,1973, 09780 

Insecticides, acaricides, molluscicides and an- 
tifouling compound, 10371 

Inspection of Federal facilities at Leavenworth 
Penitentiary and Medical Center for Federal 
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Institutionalized adults with financial administra- 
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Instrument fact sheet IFS series, 10328 

Integrated power/attitude control 
(IPACS) study, 10208 

Intergovernmental science prog + Progr 
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Interim report of activities of House Committee 
on Government O tions, 09838 

Internal revenue, 10041 

Internal security manual, 09942 

International boundary study, 10438 

Pe aa organization and conference series, 
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International petroleum annual, 1972, 10186 

International social security agreements, 10420 
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Inventory of American intermodal equipment, 
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Investigation of City of Santa Barbara sewage 
a facilities, 10003 
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metric inlets at Mach numbers from 0.4 to 
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Irradiation of broken pin in sodium circuit, 09689 

Italy, colored map, 09713 

Iterative methods for saeeniaiinds calculations, 
application to spherical probe, 10236 
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Job analysis of medical service career field, 
09669 


Join car-pool, 09718 

Journal of Senate, 09866 

Journal of trip to Shepherd, Banks and Torress 
Islands and to Expiritu Santo and Efate in 
New Hebrides, 10301 

JPRS series, 10152 

Judgments rendered by Court of Claims, 09868 

Jupiter as viewed from Pioneer 10 [colored 
poster]. , 10203 
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Keeping abreast of air carrier industry, 10063 
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Labor Statistics Bureau bulletin, 10163 

Laboratory report, 09688 
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— of aluminum oxide humidity sensor, 
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Land ment for -— birds, 10426 

Land use act, 097 
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ters of Kestrel aircraft (XV-6A) extracted 
from flight data, 10238 

Law Day address, 10055 

Law Enforcement Assistance Administration, 


Legal aspects of impeachment, 10158-60 

Legislative branch appropriation bill, 1975, 09784 

Legislati i of Committee on Foreign 
Leguitive history of District of Columbia self- 
government and governmental reorganization 
act, 09922 

Legislative history of joint-labor-management 
trust funds for legal services, 09949 

Legislative history of Railway labor act, 

1926-66, 09950 
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Livestock slaughter, annual summary 1973, 10447 

Loan of personnel and equipment to Bureau of 
Sport Fisheries and Wildlife, 09775 

Looseleaf regulations system, service series, 
10138 

Low-frequency propagation in com 
of wedge and 2 parallel plates, 10357 

Low-rent housing administration of program 
guide, employee benefit programs, 10110 

Low-rent public housing construction processing 
instructions, 10121 

Lyndon B. Johnson Civilian Conservation Corps 
Center and Lyndon B. Johnson National 
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Making appropriations for certain research and 
development activities, fiscal year 1975, 09798 
Making supplemental appropriations for fiscal 
year 1974, 09759 

Management of data elements in information 
processing, 10264 

Mandatory petroleum allocation summary, 10024 

Manual of of Medical Department, 10175 

Manual of Navy officer classifications, 10356 

Manual of regulations and procedures for radio 
frequency management, 10467 

Marad 1973, annual report of Maritime Commis- 
sion, 10174 

Marine ecosystems analysis program, 10312 

Marine flora and fauna of northeastern United 
States, 10327 

Marine geophysical survey (1965-68), station-data 
listing and report catalog, 10354 

Marines in Vietnam, 1954-73, 10171 

Maritial status, living arrangements and family 
characteristics of admissions to State and 
county mental ——— and outpatient 
psychiatric clinics, 10 

Marketing in Spain, 09976 

Material relating to administration proposal enti- 
tled Job security assistance act of 1974, 09862 
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Materials to help teach forest conservation, 
10066 

Mayors Panel, urban impact, 09930 

Means of measuring naval power with special 
reference to U.S. and Soviet activities in Indi- 
an Ocean, 69831 

Meat and poultry inspection regulations, 09679 

Media adjunct programming, individualized 
media-managed approach to academic pilot 
training, 

my 7 information for air ambulance operators, 
10021 


Medical insurance sample, prescription drugs, 
10411 
Medical research in Veterans‘ 
09858 
Medicare, general enrollment period for aged, 
10414 
Medicare, use of physicians’ services by. geo- 
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Medicare, utilization of services and reimburse- 
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and State, 1969, 10413 
MEDLINE, 10307 
Memorandum in support of Government's mo- 
tion for summary judgment concerning con- 
Stitutionality of professional standards review 
legislation, 09926 


Administration, 





Men's, women’s children’s and infant's slippers, 
Dolly Novelty Shoe Co., Inc., 10462 

Metallic shear walls for BMD ground support 
systems, 09983 

Middle East between war and peace, 09929 

Military mission, 10441 

Milk, production, distribution and income, 
10448-9 

Mine communications, 10185 

Mineral industry surveys, 10178, 10181-2, 10188, 
10199 

Mines Bureau bulletin, 10180 

Mines Bureau technical progress report, 10198 

Mission oriented R&D and advancement of 
technology, 10204 

Model for estimating mental health needs using 
1970 census socioeconomic data, 10296 

Monitoring of sodium-water leak-tightness of 
sodium-heated steam generators by hydrogen 
dosage industrial application to C.G.V.S., 


09690 

Monthly labor review, reprint, 10164 

More competition needed in Federal procure- 
ment of automatic data processing equipment, 
10081 

More effective public service, 09936 

Mortgagees’ guide, application through commit- 
ment, 10109 

Mourning dove status report, 10437 

MSFC sortie spacelab environmental control 
system (ECS) phase B design study results, 
10233 

Multifamily reports and forms catalog, 10112-3 
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N.L.R.B. and collective bargaining, 10305 

Narrow energy band filters for a 250 kV con- 
stant potential X-ray machine, 09699 

NASA authorization for fiscal year 1975, 09907 

NASA contractor report CR series, 10205-12 

NASA 1973 payload model, space opportunities 
1973-91, 10213 

NASA SP (series), 10214 

NASA technical memorandum, 10215-6, 10218-33 

NASA technical note TN series, 10234-5, 10237- 
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NASA technical report R (series), 10259-60 

NASA technical translation TT (series), 10261 

NASA's university + active grants and 
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National Bureau of Standards special publica- 
tion, 10266-8 

National Bureau of Standards technical note, 
10269-72 

National Cancer Institute NCI monograph, 10274 

National Cancer program and international 
cancer research, 10274 

— Council for the Arts, annual report, 
10281 

National electric rate book, 10033-4 

National Endowment for the Arts, annual report, 
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National gas survey and synthetic fuel develop- 
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National resource lands management act, 09905 

National Weather Service River Forecast 
System, snow accumulation and ablation 
model, 10319 

NATO commemorative aerogramme, 10482 

NBSIR series, 10265 

Nevada, land of contrasts, 1973 soil and water 
conservation report, 10427 

NGB pamphlet, 10282 

NiAid fiscal year awards, 10303 

Nineteen seventy five budget scorekeeping re- 
port, 09865 

Nineteen seventy four budget scorekeeping re- 
port, 09864 

Nineteen seventy three brought change and 
progress for Southern Forest Experiment Sta- 
tion, 10067 

NOAA motion picture films, 10313 

NOAA story, 10314 

NOAA technical memorandum, 10315-22, 10327 

NOAA technical report, 10323-6 

Nominations of William E. Simon and David R. 
MacDonald, 09927 

Noncaking coal gasified in stirred-bed producer, 
10198 

Nondiscrimination in Federally-assisted pro- 
grams, 10122 

Nongovernment organization codes for military 
standard contract administration procedures 
(MILSCAP), United States and Canada, name 
to code, 09975 

North Carolina landings, annual summary, 10308 

Notice, drug arrests abroad, ! 

NRL report, 10357-64 

Nuclear medicine laboratory, 10392 

Nuclear science series, 09701 

Nutrition and consumer, 09957-8 

Nutrition and health, 09959 

Nutrition and international situation, 09960 
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OASIA research technical report, 10477 

Occupational safety and health, 10366 

October 1973 NASA mission model analysis and 
economic assessment, 10230 

October 1973 space shuttle traffic model, 10229 

Office of Research and Statistics staff paper, 
10416 

Offshore shrimp fisheries act of 1973, 09881 

Oil price rollback legislation, 09937 

On theory of compliant wall drag reduction in 
turbulent boundary layers, 10209 

On use of thick-airfoil theory to design airfoil 
families with thickness and lift are varied inde- 
pendently, 10246 

One to grow on, film and discussion series for 
mental health in classroom, 10297 

Onion stocks, 10450 

Operations of foreign air carriers, 10017 

Optical analysis of compound quasi-microscope 
for planetary landers, 10237 

Organ Pipe Cactus National Monument, Ariz., 
10333 

Organization, Assistant Secretary for Housing 
Production and Mortgage Credit-FHA Com- 
missioner, 10114 

Outpatient psychiatric services, 10295 

Overcoring equipment and techniques used in 
rock stress determination, 10183 

Overseas business reports, OBR series, 09976-7 

Oversight hearings on DC-W aircraft, 09918 

Oversight hearings on older Americans, 09825 

Overview of Federal Communications Commis- 
sion, 09919 
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data summary, 10394 

Pa Mong, State |, phase 2, executive summary, 
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Pacific Southwest Forest and Range Experiment 
Station publications for 1973, 10068 

Parachute jumping, 10015 

Parachute lofts, 10018 

Patients at federally funded rural community 
mental health centers in 1971, 10299 

Pending water resource projects, 09964 

Pension benefit levels, methodologica! analysis, 
10416 

Personnel evaluation in vocational and technical 
education, 10287 

Persons meeting SMI deductible, —: 10415 

Pesticides in lower Colorado River, 1 

Pesticides, actions needed ~ tt consumer 
from defective products, | 

Petroleum products survey 

Phreatophytes, bibliography. 10132 

PHS water pollution surveillance system applica- 
tions and development report, 10381-7 

Pine-Popple River basin, hydrology of wild river 

area, northeastern Wisconsin, 10091 

Plan a oe comprehensive health insurance, 09743 

PLS listing, power facilities operated by Recla- 
mation Bureau, 10395 

— guide to supplemental security income, 

Policy, troops, and NATO alliance, 09910 

Political situation in , 09832 

Pollution of Yellowstone River as related to taste 
and odor problems in municipal water sup- 
plies, Montana and North Dakota , 10388 

Pollutional effects of pulp and paper mill wastes 
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Potential heating oil shortages, 09737 

Potomac River basin, Md., Va., W.Va., Pa., and 
D.C., reformulation of Sixes Bridge and 
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= on dissolved oxygen concentration, 
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Preprint from 1972 Minerals yearbook, 10189-96 
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Principal electric facilities in United States, 
10035 

Private law, 09728-31 

Problems and approaches to areawide water 
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Proceedings of Ist Soil Microcommunities Con- 
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Produce, protect and conserve energy with con- 
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economic development act of 1965, 09745 

Proposals for improving veterans’ benefits, 
09741 

Proposed amendments to Federal rules of 
criminal procedure, 09754 

Proposed supplemental and indefinite appropria- 
tion for fiscal years, 09873 

Proposed supplemental appropriation for fiscal 
year 1974 for Federal Trade Commission, 
09749 
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tions for judiciary, fiscal year 1975, 09746 

Proposing amendments to fiscal year 1975 budget 
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Protocols for extension of internatioral wheat 
agreement, 
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Providing for consideration of H.R .13919, 09785 

ex consideration of House resoluiion 
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Providing for printing of additional copies of 
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Psychotropic substances act of 1973, 09943 
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Public papers of the President, 10046 
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and Atomic Energy Commission appropria- 
tions, 1975, 09814 

Publication APTD series, 09664 

Publications in archeology, 10334 
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Q & A about NIE, Director of National Institute 
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Questions and answers on FHA home property 
appraisals, 10123 

Questions and answers on guaranteed and direct 
loans for veternas, 10485 
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Radial blanket and shield simulation experi- 
ments, 09704 

Radioactivity standards distribution program, 
09993 

Railroad accident investigation report, 10401 

Railroad accident investigation summary report, 
10402 

— guide for Tennessee Valley loggers, 
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Rate training manual, 10365 

REA bulletin, 10399 

Recent radiochemical separation procedures, for 
As, At, Be, Mg, Ni, Ru and Se, 09701 

Recommendations of veterans’ organizations, 
09859 


Recovery of acoustic pulse waveforms using cal- 
culator-controlled signal processing, 10359 
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Report FAA-AV, 10022-3 

Report FAA-RD series, 10454-5 

Report HM series, 10396 
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Report of International Ice Patrol Service in 
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Report of investigations, 10197 

Report of Presidnet's Committee on Health Edu- 
cation, 10374 

Report of Secretary of Senate, 09869 
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Government, 09748 
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Water Resources Policy Commission, 10389 
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Report to Congress; by Comptroller General of 
United States, 10074-84 

Reports of United States tax court, 10466 

Reports on implementation of vocational educa- 
tion amendments of 1968, 09826 

Representatives of administrator, 10019 

Request for supplemental funds from Joint Com- 
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Research and development programs on plutoni- 
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Review and manner of investigating mandate 
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Rubber-soled footwear with fa! upper, Cran- 
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Ruins stabilization in southwestern United 
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SBIC industry review, 10405 

Scattering-matrix description and near-field mea- 
surements of electroacoustic transducers, 
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Science resources studies highlights, 10344 

Second supplemental appropriations for fiscal 
year 1974, 09909 

Security control of air traffic, 10014 

Seed crops, acreage, production, value, supply, 
and disappearance, 1973 preliminary, 10451 

Selected annotated bibliography on analysis of 
water resource systems, 10131 
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Selected papers on technology, agriculture ad- 
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Self-teaching digital-computer program for fail- 
operational control of turbojet engine in sea- 
level test stand, 10227 

Semi-annual statistical summary, rural electrifi- 
cation program, 10400 

Semi-automatic extraction of organic materiais 
from water, 10387 

Senate document, 09867-77 

Senate executive document, 09878 

Senate report, 09879-87, 09889-905 

Seven and one-half percent treasury bonds of 
1988-93, 10475 

Seventh annual report of United States-Japan 
cooperative medical science program, 09755 

Sex comparison of reasons for attrition of non- 
journeyman FAA air traffic controllers, 09705 

Shear-stress intensity tactors for elastic sheets 
with cover plates, 10240 

Sheep and goats, 10452 

Similartiy of job types reported from two inde- 
pendent analyses of occupational data, 09675 

Skylab results, 10202 

Skylab results, third Space Processing Symposi- 
m, abstracts, 10202 

Smithsonian Institute contributions to earth 
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SN ay refractory boiler development program, 
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Social and economic effects of highways, 10029 

Social and health indicators system, 09711 

Social indicators, 10170 

Social Security Administration research report, 
10420 

Social security disability applicant statistics, 
1042 

Social workers’ service under Federal em- 
ployees’ health benefits program, 09849 

Socioeconomic environmental studies series, 
10001 -2 

Soil survey of Emmet County, Mich., 10430 

Soil survey of Lake County, S.Dak., 10431 

Soil survey of Stafford and King George Coun- 
ties, Va., 10432 

Soil survey of Transylvania County, N.C.. 10433 

Soil survey of Yamhill area, Oreg., 10434 

Solar energy, proof of concept experiments, 
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Solar home heating and cooling demonstration 
act 1974, 09951 

Solution chemistry in crevices on Fe-Cr binary 
alloys, 10364 

Some features of dynamic structure of deep 
estuary, 10317 

Southeastern University of Y 
Christian Association of District of 
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Soviet disarmament propaganda and strange case 
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Space shuttle, space tug, Apollo-Soyuz test pro- 
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Spacelab phase study, environmental 
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Special publication SP series, 10354 

Special scientific report, wildlife series, 10437 

Specifications for integrated water quality data 
acquisition system, 10390-1 

SPLASH(special program to list amplitudes of 
surges from hurricanes), 10321 

SSI series, 10423 

Staff research studies, 10464 

Standard practice for concrete for military struc- 


tures, 09682 
Standards of time and frequency in U.S.A., 


10269 

Standards, Federal motor vehicle safety stan- 
dards, | 

State member banks of Federal reserve system 
and non-member banks, 10048 

State of Maryland waste oil recovery and reuse 


program, 09999 

State veterans’ laws, 09968 

State vocational rehabilitation agency, program 
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Statement of information, 09845-6 

Statement of record, y report, sample 
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Statistical analysis of flight times for space shut- 
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Statistical note, 10298-300 
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road Retirement Board, 10393 
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Statutory authority for FBI's domestic intel- 
ligence activities, 09840 
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systems using Cholesky decomposition, 09984 

Stochastic ‘ou of controlled airway traffic, 
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Student evaluation in vocational and technical 
education, 10286 

Student financial assistance, theory and practice 
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Study of soil amplification factors in e 
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Subcommittee 2 hearing on H.R.10367, to amend 
sec.26%d) of title 10, United States Code to 
authorize voluntary assignment of certain 
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Subcommittee 4, 99 af on H.R, to 


President Vice Adm. 

Hyman G. Rickover, at S. Navy retired, to 
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— equation for detection applications, 
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Sugar act amendments of 1974, 09795 
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careers, plan B, 10094 

a? activities of Committee on Judicia- 
ry, 

Summary of activities of Committee on Post Of- 
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Summary of activities, 1973, report of Committee 
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pension reform, 09735 
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Supplemental authorization of appropriations for 
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Supplemental Maritime authorization, 1974, 09771 
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Surveillance and Analysis Division technical re- 
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Survey of activities, Committee on Foreign Af- 
fairs, House, 09834 

Survey of the present state-of-the-art in learning 
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Technical manual TM series, 09682 
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Title 8 field operations handbook, 10111 
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products, 

Traffic report of St. Lawrence Seaway, 10403 

Training, administrative instructions, 10282 
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